| ramsco) a RESS 


OMNIDRI ats PROFILE AIR MOVERS 
See pg. R = 
[$2277 | 


== 
ag | id 


Es z 
g 1694-9339 
a aA 


à OMNIPRO 
OLD 
a. ' P RESISTANT 
maa Mot PANT COATING 


Prevents Mold & Mitew 
growth on the coated surface’ 


E a GS 


Di 5627-5040 
2645047 


a SYCLONE QNEX A S 

$3, 0862"! a 
F sycLonek 
XLLGR 


DEHUMIDIFIERS os 
WITH FILTER 


PRO'S 5 : 
JS = Mold Stains 


BY Ron Colling, Product Category Manager, Aramsco 


The house we cleaned in the pictures below was about 20 years old. 
An issue with poor installation caused the soffit to become blocked, 
trapping moisture and lint in the area between two trusses. 


Thisis SSW, { é We then 
themold Ee 7 UA p= vacuumed 


that showed a 55 ’ ne. Dia, the lint, put 
after clearing A l were} | the insulation 
the soffit. Coates, ae Í back in place, 
vas and installed 
plywood 
to walk on 
for future 
maintenance. 


To clean the roof sheathing, we 
sprayed OmniPro On & Gone 
Mold Stain Remover on the surface. 


How did it turn out? 


(See inside back cover >) 


ARAMSCO XPRESS NOTICE: SHIPPING, RETURNS, SHIPMENT DAMAGES, PRICES 


Orders that are in stock will ship as soon as possible, Any items back-ordered will ship when available unless otherwise instructed. Large items that cannot ship via UPS will ship via a third party 
carrier and may not qualify for free freight. The carrier selected will be a third party with an affiliation with Aramsco, We prepay and add third party freight charges to your invoice, You may select a carrier 
of your choice, but you will be responsible for delivery costs directly to the carrier. Aramsco will not be responsible for service failures, charges, insurance or ownership of product using third party carriers. 

n the event you need to return an item, please contact our customer service department for an authorization number. Returns must be in the original packaging. Returns must be made within 30 
days of your purchase, Custom or special order items are not returnable. 
In the event that your shipment is damaged in transit, please report the damage to the carrier driver. Damages should be reported on the freight bill. Keep the original packaging from 


this shipment. 
All prices are subject to change without prior notice, Buyer will be invoiced at the prices in effect at the time of shipment. All taxes, transportation costs, duties and other charges are in addition to listed 
prices, 
1 
READERS Lower = A)| "Lower Price" emblems reference pricing in Aramsco XPress, Issue 3, 2023 All"New" emblems reference product added to product shown in Aramsco XPress, Issue 1, 2024 
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Syclone HEPA Air Scrubber 


High-efficiency air filtration in a highly 
portable unit, the Syclone HEPA Air Scrubber 
is designed with advanced 2-stage filtration 
technology. The Air Scrubber is daisy-chain 
capable, and you can link up to five units 

on one power outlet. It’s also stackable, 
lightweight and easily transportable! 


Ventilatio Mare NE 
Duct Cleaning 9 
e Healthcare, Hospitals, etc. 
e Education Facilities 3 
+ Clean Rooms SYCLONE 
Item Description Price 
1672-7671 Red HEPA 400CFM Negative Air/Scrubber Machine With Filters (ea) $699.00 
1682-7077 Blue HEPA 400CFM Negative Air/Scrubber Machine With Filters (ea) $699.00 
1695-8009 Prefilters for 400CFM Negative Air Machine, (5) Per Pack (ea) $33.46 


Syclone Carbon Pre-Filter SYCLONE 


HEPA 400CFM 


e Syclone Carbon Prefilter is the smoke/ 
odor solution you have been looking for. 


Used in conjunction with the standard 
filtration in the Syclone HEPA Air Scrubber 
Sentry X4. The Carbon Prefilter slips snuggly 
0 


ver the first stage filter retaining cage. 
ade with premium high VOC absorbing active carbon bonded to thick multi- 


increased carbon coating and secondary dirt holding capability. 


e life of the prefilter. 
Item Description Price 


density media at a dry carbon weight of 340 GSY. The multi-density design allows 


Unlike other carbon solutions, the filter remains pliable over the life of the filter and 
won't crack. Moreover, the design allows for a low initial pressure drop, extending 


Syclone, Carbon Pre-Filter, For Syclone HEPA 400CFM Negative Air 
2677-1612 Machine, 5 Per Pack (ea) 


$161.50 


Syclone MK4 Negative 
Air Machine 


+ Powerful 2HP motor for true 
2000+ CFM performance 
urable rotational molded 
ousing for long service life 
+ 2 speed operation: high and low 
+ 8 point motor/cage mounting 
revents motor and cage shifting 
nder the harshest conditions 
+ Positive lock filter prevents filter movement for 
ninterrupted filtratio 
+ Uses standard 24”x 24" H.E.PA. filters, rated 99.97% efficiency 
+ 3-stage filtration for maximum efficiency 


SYCLONE 


+ Vertical slide door for easy access to filters 
Item Description Price 
Syclone MK4 Negative Air Machine/Air Scrubber 
1688-1841 ith Filters (ea) $1,399.98 


an se 


Syclone Negative Air 
Machine/Air Scrubber 


+ Full size 24”x24” an 
16"x24" units 

+ Vertical slide door fo 
filters 

+ Blower/motor mou 


base and discharge wall for added 
strength and durabili 


+ Four large, heavy-d 


SYCLONE 


Compact Slim hire. 


easy access to 


ted to unit 


-—— 


ty v i 
ty 4” casters, two 


with locks for easy 
+ Pressure gauge 


aneuverability 


Item Description Price 
A98500A  Syclone Negative Air Machine with Filters (ea) $912.1 8 
Phoenix™ R500 wi’ 
Compact HEPA System PHOENIX 


The Guardian® delivers 
of HEPA filtered air whi 
two amps of power. Pe 
remediati 
per hou 
7500 c 


+ Compact design 


ic foot room ( 


+ Variable speed flow 


+ Tough, rotomold cab 


+ Optional carbon and 
end filter 


. 
(=l 


e Large horizontal inlet maximizes capture zone 


. 
w 
S 


Item 


tion projects where space and power 
are at a premium. Provides four air changes 

r (the recommended minimum) on a 

bi 


Itiple ducting option 


board duplex GFCI and circuit breake 


% more filter media maximizes filter life 
+ True HEPA filtration with 2-stage filtration design 


a maximum 500 CFM 
le drawing less than 


fect for a variety of 


more than 30 x 30 x 8 ft). 


net 
otassium permanganate 


Financing Available 
https://azte.cc/Aramsco 


Description Price 


A98334 hoenix 4 


(031350 Red Guardian Pro HEPA System (ea) $1,192.00 


1623-5083 Phoenix 403 1460 Blue Guardian R500 Pro HEPA System (ea) 


$1,192.00 


Dri-Eaz Defendair HEPA 700 Air 
Scrubber & Negative Air Machine 


This streamlined unit d 


275-700 CFM air filtrati 


damage restoration, m 
construction for reside 
commercial and institu 


particulates - and mee 
Activated Carbon Filter 
fumes. Remotely moni 


HEPA filtration removes dust, mold and other 


built-in Command Hub technology and a free 
mobile app (coming soon). 


elivers quiet AND powerful 
on for water and fire 
old remediation and 
tial, industrial, education, 
ional settings. Advanced 


s DOP standards. Optional 
adsorbs odors and noxious 
or and control using 


(individual units 
shown stacked) 
Item Description Price 
T Dri-Eaz Defendair HEPA 700 Air Scrubber & Negative 
2649-1389 i Machine fea) $1,297.00 


OmniPro X16-200 Mini Particle Counter Syclone Black CFM SYCLÓNE 
2.0” color TFT LCD display provides fast, easy and accurate reading Negative Air Machine 
for particle counter, particle mass concentration, air temperature, Fact : 
; oats , ; esigned for indoor use 
and relative humidity. A practical hand-held instrument to ERRA 
: pees i f and to provide the most 
monitor and document particles in the air and HEPA air scrubber ENERE 
efficient air filtration 
performance. : 
j with three stages of 
+ 2.0"TFT Color LCD display filtration, including a stage 
+ 220x 176 pixels with HEPA (High Efficiency 
: ` Particulate Air) filtration, 
: all taneously measure ne PMO.3 “t eanreiova 90.979% af 
+ Air temperature and humidity particles 0.3 micron or larger 
+ Real time clock display rom the airstream. 
+ Analog bar indicator he first pre-filter stage 
« Auto power off removes large particles o 
10 microns and larger from 
he air flowing through the 
nit, thereby preventing 
4 OmNIPRO premature loading of the 
second stage and HEPA filters. 
a i he second stage filter (Ring 
ein Description Price Panel Filter) removes particles that are 1 micron and 
1601-5644  OmniPro X16-200 Mini Particle Counter (ea) $402.19 arger from the air flowing through the unit, thereby i 
protecting the more expensive, HEPA filter. ' ' 
e he third stage filter (HEPA) removes smaller 1 guanine Kaati | 
Novatek F0700 Novair 700 contaminated particles up to 0.3 micron from the air S E E 
HEPA Filtered Air Machine owing through the unit and has an efficiency 
Remediation, air scrubbing, restoration, rating of 99.97%. 
healthcare, and clean rooms are only a Item # Description Price 
few applications. 1652-7968 — Syclone Black CFM Negative Air Machine (ea) $998.92 
ore power: the most powerful 
impeller-driven variable speed 
adjustment, capable of delivering : 
200-700 CFM to dramatically Mediclean AP 700 Air Purifier ameg 
increase filter life. Ultra-Quiet and powerful, the AP 
+ Versatility; asbestos remova 700 delivers the best UVC protection 
restoration projects, airborne with UV Filter Change Sentry® and 
pathogens and medical uses. Tri gasketing and HEPA filter sealing flange antimicrobial-infused housing. 
guarantee leak proof operation. Quick release intake door accepts MERV, + True HEPA, DOP-compliant 
carbon, and standard dust filters. Integrated nesting allows stacking of multiple erformance passes stringent air 
achines. Built-in GFCI outlet or connecting multiple equipment up to 15 amps. filtration tests 
+ Dent proof, leak proof and virtually indestructible heavy duty roto molded + UVCLED kills bacteria on the HEPA 
polyethylene shell filter to make changes safer 
+ Standard filters: 16" x 16" x 3" high-capacity HEPA filter. + Antimicrobial additives in durable 
+ Low 3 amp power draw, in daisy-chaining up to three units. Built in GFCI outlets housing inhibit bacteria growth 
allow for safe and effective operation. Design ideal for virtually any application. emoves odors, fumes, and smoke with activated carbon filter option 
+ Standard "Lay flat" or flex ducting: 10 to 12 inch vacuum ports allows for + Free mobile app allows remote monitoring and control 
maximum airflow with litle restriction. + Lightweight, streamlined design stacks, stores, and transports easily 
Power cords are not included. + Simple negative air setup has precise variable CFM and easy ducting options 
Item Description Price Item Description Price 
1686-2979 Novatek FO700 Novair 700 HEPA Filtered Air Machine $1,195.00 2671-3952 Mediclean AP 700 Air Purifier with UVC Protection (es) $1,695.00 


Dri-Eaz, HEPA 700 Filter, DOP Synthetic, 21" X 19" X3 


6 


esigned specifically for the HEPA 700, these pre-filters + HEPA 700 Command Hub displays the percent of life remaining on oo 
and HEPA primary filter ensure the highest air filtration primary filter to help anticipate when it will require changing. pa 
efficiency. With its standard 2-inch pre-filter and + Filters are designed to be replaced after use to prevent cross- 
rimary HEPA filter media, the HEPA 700 removes dust, contamination. (Do not clean and reuse.) 
mold and other particulates and passes the stringen + Fast and easy filter changes - no tools required! 
OP air filtration tests often required. 
he optional activated carbon filter with a 1-inch Item Description Price 
re-filter and HEPA filter will remove odors, fumes and à Dri-Eaz, HEPA 700 Filter, DOP Synthetic, 
smoke--especially helpful in wildfire-prone areas. 2617:2357 D1"X19" X36" (ea $202.25 


Dri-Eaz Velo Air Mover 


The Velo's broad path high 
velocity airflow drives 
amazing results, from an 
air mover that’s half the 
height of snail shell units 
and draws just 1.9 amps. 


ys 


Description 


Price 


Item 


1673-0133 Dri-Eaz Velo Air Mover (ea) $385.00 

1634-0566  Dri-Eaz Velo PRO Air Mover (ea) $451.00 

Phoenix™ AirMax Radial Air Mover W8 
PHOENIX 


This low-profile air mover 
is a leader in performance, 
convenience, portability and safety! 


A compact 20%" X 17” footprint 
and 8” height make the Phoenix 
AirMax Radial Air Mover the 
most compact and portable fan in 
its class. The rugged mold in the 
andle gives you the solid control 


equired when packing and unpacking r ' 
ots of air movers. Its easy-winding cord wrap i i 
. ` n Li I 
and multiple securement options makes it a snap to prep for: ! 
ransport. Because of its deeply-molded interlocking features, } i i 
he Phoenix AirMax is rock solid when stacked for transport. ! ai nE ' 
Item Description ~ “Price H 
1614-2782 Phoenix AirMax 4035000 Radial Air Mover Red (ea) $379.00 
1669-3208 Phoenix AirMax 4035060 Radial Air Mover Blue (ea) $379.00 
2696-0726 Phoenix AirMax 4038310 Radial Air Mover Red (ea) $419.00 
OmniDry Mini Air r 
Mover with GFCI 
The OmniDry Mini is the most economical, — 


powerful, energy-efficient, ETL-Certified mini 
air mover. Quickly dry areas where larger air 
movers don't fit: crawl spaces, under counters, 
inside cabinets or closets and more. 


Syclone Low Profile Air Mover 


True portability and professional 
performance. 


At only 16.5 Ibs. (7.5 kg) and 
stackable up to five high, the Syclone 
1.9 amp air mover delivers rugged 
reliability, easy maintenance, and 
high performance. Four operating 
positions for maximum flexibility. 


Item Description Price 
1626-  OmniDry Mini Air Mover 

6924 withGFC|,Bluc(ca) «9123.65 
1627- OmniDry Mini Air Mover 

6925 with GFC, Red (ca) $123.65 


Bi | 

Dri-Eaz Sahara Pro X4 
TurboDryer Air Mover 
A durable, high-performance air mover 
featuring three speeds and GFCI outlets to 
connect multiple units. Uses only 2.5 amps at 
maximum setting. 

V 


riable speed control with rotary dial 
aisy-chain capability wit T 
convenience outlet and circuit breaker 1 
acks vertically for storage 
l 


. 
w 


Underside drying vent eliminates wet 1 pinancing Avaiiabie 
spots https://azte.cc/Aramsco 
Item Description Price 
2641-1482  Dri-Eaz Sahara Pro X4 Turbo Dryer Air Mover (ea) $263.00 


OmniDry Airmover with GFCI 


Get the lowest amps with exceptional 
airflow. The 2-speed OmniDry 2.9 
delivers 3825 FPM at 2.9 amps, is 
stackable, features two daisy-chain GFCI 
outlets, a 25’ power cord, and a built-in 
cord wrap. 


= 


+ Balanced airflow for quieter operation 
* Lightweight and compact 

+ Linear Low Density Polyethylene 
LLDP) housing is washable, and 
chemical resistant 


Item Description Price 
1656-1680 Red OmniDry AC25R Airmover, 2.9AMP. 2-speed with GFCI (ea) $232.13 
1630-1487 Blue OmniDry AC25A Airmover, 2.9AMP 2-Speed, with GFCI (ea) $232.13 


Dri-Eaz Stealth Air Mover 


+ Advanced blade design delivers quieter operation 
AND higher intensity airflow 


+ Easy repositioning 


+ High-velocity, long-throw airflow 
+ Power airflow up or down variable 
speed control 


+ Low amps and daisy-chain up to 
4 units on a 15-amp circuit 
— 


Item Description Price 
1610-5886 — Dri-Eaz F568 Stealth Axial Air Mover (ea) $589.00 
XPower Pressurized ‘Vikings 
Wall Cavity Dryer 


Heat to 205°F! Revolutionary 
all-in-one containment wall cavity 
dryer that pays for itself in a few 
jobs. Quickly delivers dry heated 
air perfect for drying under sinks, 
behind cabinets and permanent 
furniture. Easy-to-use on big and 

small jobs alike. 


+ No air mover motor, no squirrel cage, and no attachments. 


SYCLONE + Lightweight, stackable design includes a built-in cord wrap. 

item Description pits + Heated pressurized airflow for optimal wall cavity drying 
2641-1862 Syclone Blue Low Profile Airmover (ea) $270.96 Item Description Price 
2647-1565 Syclone Red Low Profile Airmover (ea) $270.96 55493 XPower Pressurized Wall Cavity Dryer (ea) $755.31 


{ i 


EQUIPMEN 


ae 


OmniDry Low Water Claw Flash Extractor Il 

Profile Air Mover High impact resistant plastic base comes with a | 

This low profile air mover fits into non-slip textured coating to ensure safe use even C f 
small spaces, and can be stacked while wet. WaterClaw 


to bring the full drying power yo 
need for floors and carpets. The low 
amp circuits prevent overloads and 
breaker popping. 
The Omnidry Low Profile Air Mover is a in the design to optimize airflow and suction 
professional solution for flood remediation and + In comparative lab testing it left considerably less water, as 
commercial carpet cleaning. much as 35% less compared to other tools 
* Two-Speeds + Easily Stacks for Storage + 2.2 Amps e The Flash Extractor can even be used to evacuate water from 
* Daisy Chainable + Multiple Position Options — * One Year Warranty ack water flood 


iro) 


* Flexible telescoping handle allows the operator to work in 
ighter places 

+ Light weight reduces operator fatigue 

+ No vacuum release is necessary due to the ridges incorporated 


Item Description Price Item Description Price 
1694-9339 — Omnidry Blue Low Profile Air Mover 2.2amp 2 Speed $227.72 


Water Claw Flash Extractor 
1698-4181 With Carrying Bag (ea) $478.76 


1695-9330  Omnidry Red Low Profile Air Mover 2.2amp 2 Speed $227.72 


Water Claw Flood Extractor Grier Claw:  Dri-Eaz HVE 3000 
Water Claw's quick and easy flood extraction gives + Easiest cleanout filter l 

speed, performance and profitability for most flood < A high flow, high volume clog-resistant sump 
jobs without removing carpet and pad. pump ' 


Can be used for black water floods, allowing < Handles up to 1/2" solids 
easier removal and carry-out of arpet and pad. f i 
+ Rugged construction; Roto-molded housing 


+ Telescoping handle easily adjusts resists dings and scratches 
+ Perfect for use with portables. New 
sturdy hose flange accepts 1/2” 
osecuffs (same size as deluxe 


Financing Available 
https://azte.cc/Aramsco. 


small Item Description Price 
+ Clear acrylic top plate for viewing 1645-0809  Dri-Eaz HVE 3000 (ea) $4,194.00 
extraction results 1666-0437 —_Dri-Eaz F511 Wand (ea) $851.00 


Vacuum release to prevent suction 


lock-down when stronger vacuum 
systems are used + All metal parts are stainless steel, 


zinc coated, or powder coated 


Olympus Portable Extractors 


Olympus Portable Extractors have set the standard in performance 


Angled metal vacuum flange helps 


+ Polymer materials are impervious to 
keep hose out ofthe way and i P and reliability for over two decades. These units are available in 
accepi or2 hose cuffs , < Clear aervlieton plate i hidhi various models that will suit any contractors needs in regards to 
+ Upright handle adjusts to variable rae pi bie i pressure pump, vacuum motors and heat. The unique 
heights and detaches for easy 9 design of the mold as well as vacuum exhaust allows 
storage the Olympus units to run cooler and quieter than 
Item Description Price competitive models.. 
1697-4180 Deluxe Medium Unit, with Carrying Bag, 10"x 17” (ea) $603.92 ¢ Dual 2-5 age ord a 3-stage vac motor options 
1699-4182 Deluxe Large Unit, with Carrying Bag, 12"x 21" (ea) $690.45 available 
+ Can order with or without + 7 
KleenRite MEGA Extractor wand and tose kt 
Two-inch intake throughout provides + 12gal capacity in solution 1 ‘ 
maximum CFM for use with power carpet and waste tanks | ret. | 
extraction units, or operating with the + Top mounted controls 9 t_MEMme I | 
optional Flood Wand. Automatic discharge Piatai : AA 
+ Pigtail power cord desig 
is included. Pump-out unit lifts out for easy Jap 7 ee 
cleaning. Includes 25’ of 2” vacuum hose. Item Description Price 


E Olympus 100 100PSI 2-Stage Vac, 25', includes Wand and 
2622-0917 pe (ea) $2,795.82 


Olympus 200 200PS! 2-Stage Portable Extractor with Heater, 
2615-0920 includes Wand and Hose Package (ea) $3,837.50 


KLEENRITE 


Additional vacuum hose is optional. 
age . Olympus 500 SO0PS! 2-Stage Portable Extractor with Heater, 
Item Description Price 2624-0919 udes Wand and Hose (ea) $4,052.49 
54619 KleenRite MEGA 3-Stage Extractor (ea) $2,560.97 


Olympus 200 Portable Dual Extractor with Heater, 200PI, 
2626-0911 3-Stage, includes Wand and Hose (ea) $3,882.92 


1685-5114  KleenRite 36306 MEGA-XL Flood Pumper (ea) $3,595.00 


2625-0910 Olympus 1200 PSI Dual 3-Stage Vac Motors, Auto Fill and Auto $4,651 87 


54630 2" S-Bend Extractor Wand (ea) $320.00 Pump Out, Includes Hose Kit (No Wand) (ea) 


Phoenix R250 LGR 


Dri-Eaz LGR 7000 XLi Dehumidifier Wy 
+ 130 pints per day water removal Dehumidifier FHOENIX 
+ Advanced Crossflow Technology: maximizes efficiency he R250 has been redesigned from the 
even in low grain environments inside out to be a rugged, 
; high-performance dehumidifier. Pulls 135 
+ Sealed large-capacity pump! gap 
basin JASAP PAOR i i pints at AHAM while drawing only 8.3 amps. 
EN ' ' y using Phoenix's patented 
+ Built-in humidistat | BENRA | bypass system, the R250 will 
+ Built-in sensor monitor | nese camamsco | continue to maximize water 
_ , emoval in temperatures 
Item Description Price eyond the competition’ Financing Available 
Dri-Eaz LGR 7000 XLi inaiige eec 
44136 Dehumidifier (ea) $3,456.00 acceptable operating range. 
Item Description Price 
Dri-Eaz LGR6000Li Dehumidifier 1649-2492 Phoenix R250 LGR Dehumidifier (ea) $3,299.00 
Compact and easy to transport, this unit incorporates EDT ae 
(Extreme Dew Point Technology) that instantly Sydone LGR145 Dehumidifier 
responds to changing conditions to maximize drying Out performs the competitor's OEM dehu from 80/60 
efficiencies. Features time-saving i-Series control and up. An intelligently designed dehumidifier 
panel, GPP inlet and outlet temp, and RH display. ideal for any number of applications. 
Also provides maintenance prompts. Fast four-bolt Large-capacity pump basin holds water after a 
access for convenient maintenance. Stacks securely power outage or unexpected 
for storage, and extended handle and large wheels shutdown to prevent 
make transport a snap. re-saturating the area youre —! ' 
he Dri-Eaz 4-Pro 4-State working on. 
Filter. Protects in four e 145 pints per day {Financing Available | 
i . 1 hitps://azte.cc/Aramsco p 
ways, using electrostatic Estes e Large-capacity pump basin *-----------4 
polypropylene and SENUIOSE tne nopean enam i e Automatic restart after a power failure 
mesh capture particles, * Durable, reliable and portable 
activated carbon to absorb odors and fumes, and 1 , 

E f . Item Description Price 
antimicrobial treated filter media. 

Item Description Price 53480  Syclone Series 7LGR 145 Dehumidifier (ea) $3,785.32 
1655-6250  Dri-£az LGRGOOOL Dehumidifier with Filter (ea) $2,740.00 Phoenix DryMAX LGR Dehumidifier W 
1657-7963 Dri-Eaz 4-Pro 4-Stage Filter, 3-pack (ea) $60.88 This ultra-compact unit, with Bluetooth HOEM 

technology, removes 80ppd@AHAM, uses 
Dri-Eaz DrizAir 1200 Refrigerant SA only 5.7 amps, and weighs a mere 63lbs. 
ede g i DRIEAZ Has 170CFM of airflow and comes equipped 
Dehumidifier ——— 
E with a heavy-duty + ' 
Compact, mobile standard dehumidifier. This l condensate pump, ' ' 
highly maneuverable unit quickly and efficiently epoxy-coated 9 ! 
removes moisture from everyday spills and coils and superior i v i 
reduces humidity in basements, facilities or on MERV-10 filtration. 1 Financing Avalable RAN 
construction sites. A proven and durable favorite The all-new Phoenix *--7--------* Red or Blue 
for almost 20 years. Micro-Channel condenser allows "Large Category" performance in such 
a small dehumidifier. 
C : Item Description Price 
Item Description Price - — 
ri-Eaz F203-A DrizAir 2650-0658 Phoenix Red DryMAX LGR BLE Dehumidifier with Bluetooth (ea) $2,499.00 
55310 1200 DehumidiferWith $2,177.00 2651-0659 Phoenix Blue DryMAX LGR BLE Dehumidifier with Bluetooth (ea) $2,499.00 
Filter (ea) =m 
Phoenix DryMAX XL 
Dri-Eaz Dehumidifier 300 CFM 
Revolution The first dehumidifier with built-in 
Dehumidifier Bluetooth 
+ 81 pints a day at AHAM and best ular a), 
a amazing 125 i 5 ' 
LGR in its class ppd at AHA i 4 
-Fits where others don't, crawl * Size takesjust + "inangngAvalabie ; 3) Wi’ Red or Blue 
spaces, bathrooms, etc. 50% ofthe +77777777752" PHOENIX 
+ Displays inlet and outlet temp space of the next-smallest competitive XL dehumidifier, and allows twice the 
and RH in real time average number of dehu's per vehicle. 
+ Easiest to clean and maintain Item Description Price 
Item Description Price 1623-6958 Phoenix Red DryMAX XL Dehumidifier 300 CFM (ea) $3,349.00 
1690-0553  Dri-Eaz Revolution Dehumidifier (ea) 1625-6950 Phoenix Blue DryMAX XL Dehumidifier 300 CFM (ea) $3,349.00 


$2,469.87 


mt 


| eozen ramaan 


Syclone XL LGR 
Dehumidifier with Filter 


The Syclone XL LGR has unique factors that 
every contractor should know about: 


+ Billed under the XL category when working 
with insurance companies because it is 
esigned for large flood jobs. 


+ A quiet machine. With an average operating 


oise of 53 decibels, the machine is no 
louder t ousehold refrigerator 
= 
+ Can be wheeled in to every job, and has 
andles that make it easy to transport and Lower 


store on your van. 


+ Has extreme dew point technology. This i 
an optimal sensor technology that respo 
to the conditions going on to speed up or slow 
own the airflow. This optimizes the cap 
water. 


+ Inthe XL Dehumidifier category for Xactimate 
pricing based on pints per day (PPD) of water 
removal at the manufacturer's AHAM rating. At 
125 pints per day removal at AHAM, it is at the 
lower end of this category. 


=| 
= 
S 


+ Incredibly easy to maintain. There are only four 
bolts that need to be removed to reach the guts 
of the machine. 


You want a dehumidifier that you can monitor 
from a distance. Syclone 


akes this easy with its command hub feature. 


{ 
Ne 


Item Description Price 
1671-7670  Syclone XL LGR Dehumidifier with Filter, Red (ea) $3,086.30 
1629-8515 — Syclone XL LGR Dehumidifier with Filter, Blue(ea) $3,086.30 


Join 
for | 
exlusive | 


email or text 


scan to sign up for 
via 


e 12 3/8" x 10.5" x 13 7/8" 


Phoenix™ Red DryMAXXL Pro 
Dehumidifier 


he Phoenix DryMAX XL Pro is the solution 
o the one common issue with horizontal 
dehumidifiers: the difficulty of moving 
em up and down stairs. The unit features 
a unique two-position handle that can be 
adjusted to a 42” position for flat ground 
aneuvering, and a 50” position to make it 
even easier to transport the unit up and down stairs than 


PHOENIX 


right dehumidifiers. 
Additionally, the handle can be used like a dolly. Our AirMAX, AirMAX BLE, and 
Focus ll air movers can be securely transported with the DryMAX XL Pro as they 
interlock with the top of the unit. 


his dehumidifier is our most advanced model, equipped with onboard USB power 
our DryPHONE, enabling remote monitoring. You can add two AA batteries to 

e display board to establish a connection to the DryLINK Asset Manager, even 
en the unit is unplugged. 

his eliminates the need to purchase an asset tracking beacon. Moreover, it logs 

e inlet and outlet temperature and relative humidity readings 96 times per day 

d can store 30 days’ worth of readings. 


* Onboard USB to power DryPHONE for remote monitoring 
ilt in Bluetooth - data logging of temperature relative humidity inlet and 


e 
+ Add two AA batteries for built-in connection to DryLINK Asset Manager (no tag 


* DryLINK enabled 


Item Description Price 


2632-6254 Phoenix 4043000 Red DryMAX XI Pro Dehumidifier $3,399.00 


Cube Heater With Adjustable Thermostat 
* 14,000 BTUs of Heat 

+ 4,140 Watts using 3 Heating Elements 
* 12 Amps per Element (36 total Amps) 
* 600 CFM 

* Adjustable Thermostat Lower 
Price! 
e Weight Only 19.5 Ibs! 

+ Xactimate Code: WIR HTAM 


Item Description Price 


2632-4968 Cube Heater With Adjustable Thermostat (ea) $988.90 


Don’t see it here? 
Call us for solutions! 


EQUIPMEN 


e e ® e F 7 
Injectidry Airmover Adapter Inec tidry 
The Direct-It universal SYSTEMS, INC. 


air mover adapter is a 
must have for serious 
contractors. Great for 
drying walls, ceilings, 
and cabinets. 
+ Attaches to any 

standard air mover 


+ Dry up to 22 ft with 
one air move! 
+ Direct air in as many 
as 17 differe 
directions 


Universal, includes: 
hoses and adapter to 
fit holes as small as 5/8 
inch, 150 ft of hoseline, 
17-5/8 inch wall 
penetrators and (17) 
hose cuffs . 


Item Description Price 
55328 _Injectidry UAA1 Direct-It In Universal Airmover Adaptor (ea) $738.00 
ae , 0 
Injectidry Floor Drying System Injectidry 
SYSTEMS, INC. 


The HP60 comes complete with Hose, 
Panels, Panel T's, and Carry Bags. 
F287 Rescue 

Mat Panel Kit l 
Additional floor drying mats forthe T 
Rescue Mat System. Kit includes two 
sizes of mats for maximum setup 
exibility. Installation is fast and easy — g 
just one simple hose connection per 
at. Reusable foam gasket 
edges provide a powerful 
seal and eliminate the need for 
aping down mats. 


Item Description Price 
55701  Injectidry HP60FDP Floor Drying System (ea) $5,496.00 
F287 Rescue Mat Panel Kit, (4) 46" x 30", 
A43639 (9) 23" x30" Per Kit (ea) $633.00 


Don't see it here? 
Call us for solutions! 


IMENTS 


1 
Injectidry MP Multi-Port 
46” X30” Panels 


Simplify the set-up process 
and significantly reduce your 
abor costs. After extracting 
excess water, simply tape 


Injectidry 


SYSTEMS, INC. 


around the edges, hook 
p the tubes (or hoses to 
manifolds), then hoses to 


he air in (negative pressure) 
ort of your HP system, and turn the system on. 


For safer drying use with the interceptor HEPA system. Use to dry all sorts of wet 
materials, such as hardwood, headers, and plaster walls. (Taping the edges is the 
only way to ensure a consistently good seal and minimize the trip hazard). 


Item Description Price 
55708  Injectidry MP Multi-Port 46” X 30” Panels (ea) $789.00 
Injectidry HP PLUS Floor Dryin 0 
Py k dry US Floor Drying Injectidry 
ac age SYSTEMS, INC. 


The HP-PLUS Package 
is designed specifically 
for floors. The set-up 

is extremely quick, 
easy and efficient 
for your typical floor 
drying needs. Several 
decibels quieter than 
even the quiet HP60, 
no breaker tripping 
on startup, consistent 
pressure with no need 
for pressure relie 
valves. 


Item Description Price 


$5,492.00 


55719  Injectidry HP Plus High Pressure Floor Drying Package (ea) 


Dri-Eaz Dri-Force InterAir Drying System 


Dry hard-to-reach areas and complex assemblies fast. Draw 
moist air out or direct high-pressure air into hard-to-reach 
structures and dry them quickly and with minimal disruption. 
Make quarter-inch holes behind baseboards or kick plates to dry interior spaces 
and complex assemblies. 


| DRIEAZ | 


Item Description Price 


A32842  Dri-Eaz Dri-Force InterAir Drying System (ea) $3,144.00 


OmniDry Flexidry Wall Drying System 


The Flexidry makes it faster and easier to dry wall cavities. 


The Flexidry comes with eight reinforced openings that are spaced 16” apart to 
match stud cavities. The 34” hose barbs and rubber hoses are user replaceable, 

and can be customized to fit the particular drying situation. One Flexidry covers 
an 8-foot section of wall, and you can connect up to five Flexidry’s for runs down 
long hallways or walls. The Flexidry can even bend around corners. The universal 
cinch-tight opening will accept any centrifugal airmover or E-TES. The cinch-tight 
opening uses industrial hook 'n loop straps to cinch around the airmover opening, 
reducing airflow loss and keeping the Flexidry firmly locked in place. Comes with a 
convenient carry bag for storage and transportation. 


5 


+ Faster wall cavity drying time + Bends around corners 


+ Replaceable/customizable hoses + Universal fit 

Item Description Price 
1690-0526  OmniDry AC514 Flexidry Wall Drying System (ea) $374.45 
Restoration Tools 
The Aerator AERPO1 


Invented and designed by experienced pros in the 

restoration industry, The Aerator is an innovative tool to 
improve and speed-up the restoration process afte 
water-loss event. 


œ% 


The Aerator is designed for use in wall cavity drying. It 
creates a precise 5/8” hole in wet drywall leaving no 
debris to clean up. No longer back-breaking work, the 
process can be completed 15X faster than the traditional 
drill and vacuum. 


What would normally take a technician an hour, they can 
now do in 5 minutes! 


Item Description Price 
estoration Tools 
1623-9840 he Aerator AERPO1 (ea) $349.00 


Omniguard Cellular 
Differential Pressure 
Recorder 

Designed to be the most reliable long 

erm monitoring recorder in the field. The 
Omniguard offers compact design, ease- 
of-use and durability that will last from job 
o job. 


he clear choice for monitoring and documenting 
vacuum and pressure in a containment area. Idea 
or asbestos, lead and mold abatement, and clea 
room monitoring. The Omniguard utilizes state of the 
art pressure measurement technology to accurately 


onitor pressure inside a containment area. 
Item Description Price 
1643-7624  Omniguard Cellular Differential Pressure Recorder (ea) $2,076.55 


yy l} 
Protimeter SurveyMaster 
Moisture Meter 

Dual mode moisture meter with two modes 


of operation-search and measure, allowing rapid 
assessment of building moisture. 


+ Rugged construction 
+ Pin moisture measurement 
+ Large backlit display 


Si 


Dri-Eaz WetChec Moisture Meter 


Build customer confidence and promote your business. j 


Item 1611-0468 

Description Protimeter Bld5365 SurveyMaster 
P Moisture Meter (Ea) 

Price $705.00 


Give a WetChec to adjusters and customers to help them 
understand what's wet and what's dry. You can personalize it 
with your business information and hand it out to referral sources — 
it's much more memorable than a business card! 

+ Quick moisture check' audible signal when moisture exceeds 17% 


+ Makes a memorable gift to clients and customers 


Price 


$40.10 


Item Description 
44153 Dri-EazWetChe 


a 


oisture Meter (ea) 


Delmhorst Thermo- 
Hygrometer HT-3000 


The HT-3000 is an effective way to control the effects of 
humidity for various applications. Use the HT-3000 in 
junction with one of our moisture meters to determine the 
quality and identify the presence of moisture. 

+ Selectable Screen Displays + GPP (grains per pound) Range: 
elative Humidity Range: 0-100% 0.55gpp to 3868gpp 

with up to 3% accuracy + Fast Response Time 

+ Temperature Range: -4 F to 128 + Data Hold Feature 

(-20 C to 70 C) with up to 1.8 + Automatic Power Down 


accuracy + 1Year Warranty 
+ Dew Point Range: -40 F to 176 F + Rugged Carrying Case 
(40 Cto 800) i 


INSTRUMENT CO: 
WHEN ACCURACY IS THE POINTS" 
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Price 


Item Description 


A23013 $380.00 


Delmhorst Thermo-Hygrometer HT -3000 , with Case (ea) 


Protimeter Moisture Meter Restoration Kit 
The Protimeter Restoration Kit includes: Moistur 
Instrument, 


eter System 

ikstick ST, HD MC Probe, HD Hammer Electrode, 4x 

Hammer Pins, 5" Deep Wall Probes, Quick Start Guide, and 

Hard Carry Case. 

+ Improved non-invasive moisture measurement with 
sensitivity mode feature and simple field calibration 

+ Non-contact surface temperature measurement with 
nfrared (IR) laser pointe 

+ Live data stream over Bluetooth, data log into file or 
embedded into an image in Protimeter app 

+ Easy-to-use interface with color display an 
multi-language capability 


Item Description 


oO 


=) 
= 


Price 


2654-2187 $1,683.00 


Protimeter Moisture Meter Restoration Kit (ea) 


EQUIPMEN 


OmniPro M-18 Multi- 
Function Moisture Meter 


OmniPro H16-200 Hygrometer with 
Temperature, RH% and Dewpoint 


OmniPro hygrometers offer the restoration 
professional quality products with all the SOmniPRo 
features needed to get the job done accurately. These compact 
meters with features like dew point and wet bulb temperature 
measurement and high accuracy backlit displays make these units 
ideal for field use. 


+ Digital humidity and temperature measurement 
+ Compact probe size 


This meter is a series of moisture/ 
humidity meters with built-in 
infrared (IR) temperature sensing. 
It is a powerful and versatile 
instrument for measuring and 
diagnosing dampness in buildings 
and building materials. 


: 


SOmniPRo + Dew point & wet bulb temperature measurement 
Item Description Price + Digital backlit displays 
1631-6527 OmniPro M18-400 Multi-Function Moisture Meter (ea) $479.00 Item 1602-5645 
Description OmniPro Hygrometer H16-200 with 
1632-6528  OmniPro M18-410 Accessory Kit & Case (ea) $399.00 Pp Temperature, RH% and Dewpoint (ea) 
Price $167.48 
OmniPro H16-100 Mini Hygrometer . : : 
+ Digital humidity and temperature measurement Omnipro M18-500 Restoration Multi Meter 
+ Compact probe size This is a multi-function meter, with AOmniPRO 


+ Dew point & wet bulb temperature measurement temperature and humidity detection, infrared 
temperature measurement, laser ranging, 
(H16-200 only) EN 
wood humidity measurement (probes 
+ Digital backlit displ j i i 
g play MOmniPRO an touch), ashlights, me settings, 
data recording and other functions. It is 
a powerful and versatile instrument for 
Item Description Price measuring and diagnosing humidity of 
1603-5646 OmniPro H16-100 Mini $63.95 building and building materials. 


Hygrometer (ea) Item Description Price 


1633-6529 Omnipro M18-500 Restoration Multi Meter Hygrometer (ea) $722.22 


OmniPro Pocket Moisture Meter AQuniPro 
An excellent moisture meter for wood and building material. i Delmhorst BDX-20 
Use to measure the moisture level in sawn timber (also 
cardboard, paper) and hardened materials (plaster, concrete 
and mortar). It displays the moisture level in the material 
straightaway. 


INSTRUMENT CO = == 


— 


e BDX-20 is the newest in the legendary “BD Series” pi 
meters for the building trades. This rugged meter has an 
ergonomic design with an easy-grip handle and large tactile 
buttons for comfort and usability. Equipped with a custo 
LCD display and intuitive user interface, users can quickly 


Item # 2664-2708 


Dastietish OmniPro Pocket Moisture obtain accurate readings. The BDX-20 will ensure maximum 
Meter, Blue (ea) performance and reliability on every job. 
Price $25.24 The BDX-20 includes 3 built-in measurement scales: Wood, 
Reference Scale and Drywall plus all the great features of the 
Delmhorst BDX-30  DELMHORST BDX-30. It is not compatible with the EDGE app. 
= INSTRUMENT CO5 
The powerful BDX-30 has the Large, custom display with auto + Color-code 
design elements and functionality of the BDX-20, and backlight - easy to read under all LED's 
introduces Bluetooth integration.Enhances your ability to conditions. + Sturdy plastic 
ensure precise readings from anywhere and export data + 3 measurement scales: Wood (Douglas carrying case included 
including geotags and timesta nps. Brings today’s technology Fir); Drywall; Reference Scale = Power 2x AA batteries Alkaline 
Lo Le pele Dh the most challenging + Wood temperature correction Energizer included 
project easier, more efficient, and most accurate. f en i 
Delmhorst EDGE eatin fat + Alarm set point - alerts to user- + “Low Batt” warning with audio 
° oo Ne aA ith n Pr k 4 selected MC level + Auto-off timer. Set to 1m, 4m or 10m 
ea se SEE aera) 1O rEg + On-screen readings Statistics e OR code on eter for easy access to 
+ Download up to 15 into the meter out of 37 available f i nal calibration oes ae materials ; 
+ Pins/electrode correction (insulated — + Size: meter only - 8.65in (2.2mm) x 
Item Description Price or non-insulated) 2.85in (72mm) x 1.55in (39mm); in 
2659- + Integral contact pins max 5/16” carry case - 9.5in (241mm) x 6.5in 
2826 Delmhorst, Moisture Meter With Case, BDX-30 (ea) $540.00 penetration (use 2498/A-100) (165mm) x 2.5in (64mm) 
2650-  Delmhorst, Moisture Meter With Behind The Wall Package, BDX-30 (ea) $645.00 + Compatible with any Delmhorst + Weight: meter only 0.4.50z (1.3g); in 
2928 __ Includes meter, 21-£ electrode (3in penetration) and carrying case i external electrode. carry case 180z (510g) 
2651- Delmhorst, Moisture Meter With Wood Flooring, BDX-30 (ea) $695.00 Item Description Price 
2929 includes meter, 26-ES hammer electrode, extra pins and carrying case s l - 
2655-  Delmhorst, Moisture Meter With Contractors Package, BDX-30 (ea) $885.00 2630:2827 DEMnaiS RDA RO MOIStUTE Meterwitutassi&a $440.00 
includes meter, 26-ES (and extra pins) and 21-E electrodes, HP-1 hole el Delmhorst BDX-20 Moisture Meter w/Behind The Wall Package (Meter, 
2923 punch, 608-001 (7in spares for 21-E), pluck foam insert in case 2657-2824 21- Blectode 3" Pin Penetration) and Case (ea) o Package Meter $540.00 


Tramex WDIK-HA Water Damage Restoration 
Pro Kit With Hammer Probe 


he Tramex Water Damage Restoration Pro Kit WORPK-HA is a complete for 
moisture content and relative humidity testing and monitoring of ambient 
conditions, concrete, wood, tiles, drywall, plaster and numerous building materials. 
he kit features the Tramex Concrete Encounter CME5 moisture meter allowing 

or instant and precise non-destructive quantitative testing of concrete an 
comparative testing per ASTM F2659. The kit also features the multifunctional 
oisture Encounter MEX5 digital moisture meter allowing for non-invasive testing 
of moisture conditions in numerous building materials such as drywall, wood, 
laster, brick, ceramic tiles, resilient flooring, laminates and roofing. The MEX5 
has a built-in hygrometer and infrared surface thermometer for testing ambient 
idity, temperature and dew point, and surface temperature. These can 
e used to identify detrimental condensation conditions conducive to microbial 
old growth. The hammer-action pin-probe measures moisture content in wood, 
drywall and WME in other materials, while the narrow 5” RH probe allows for 
in-situ RH probe testing. The Tramex Water Damage Restoration Pro Kit WORPK-HA 
comes in a protective heavy-duty carrying case with die-cut foam lining. 


oth meters have Bluetooth connectivity to the Tramex Meters App allowing you to 
Geolag test results, create, save and share reports and charts. 


Item Description Price 
2653-6476  Tramex Restoration Pro Kit w/Hammer Probe (ea) $2,330.00 
Financing 
Available 


MICRO TRAP ® 
CORPORATION 


MicroTrap Tri/Mon V.II Digital 


Recording Manometer 


An instrument for measuring and 
recording very small pressure 
differences, this unit was designed 
specifically for positive or negative 
pressure systems in hospitals, 
laboratories, clean rooms, HVAC systems 
and environmental work sites. It provides 
instantaneous readings of the differential 
between the air pressure inside a contained 
space and the pressure outside. 


Differential pressure is sensed by a 
capacitance type transducer with +/- 
1% accuracy. 


Item Description Price 


$1,996.07 


MicroTrap Tri/Mon VII Differential Pressure Recorder 


1676-5644 ich Printer (ea) 


Tramex CMEX Concrete Moisture 
Encounter X5 Meter 

A non-destructive digital concrete moisture meter for 
measuring quantitative moisture content in concrete 
floors and slabs. Has a Relative Humidity Meter 
function and features a built-in Hygrometer tha 
easures Ambient Relative Humidity, lemperature, 
Dew Point and Humidity Ratio (or Mixin 

the environment. | Determines instant and precise 
quantitative measurement of moisture content using 
Gravimetric testing as a baseline, and tests concrete to a 
depth of approximately 20 mm (3/4 in) into the slab. 


+ Provides quantitative Carbide Method equivalent 
readings for Concrete and Anhydrite/Gypsum substrates and screeds 


+ Has two reference scales for comparative readings making it suitable to perform 
a concrete moisture test as per ASTM F2659 


Item Description Price 
2645-0268 Tramex, Concrete Moisure Encounter, X5 CMEXS, Meter Only $940.00 


Tramex MEX5 Concrete Moisture 
Encounter Meter 


e Tramex Moisture Encounter MEXS is a digital Dual- 
epth, non-destructive moisture and humidity meter, 
ideal for surveying moisture and humidity conditions 
in building structures. | The MEXS measures moisture 
content in wood and drywall and provides comparative 
readings in various building materials such as roofing, 
plaster, tile and masonry. It also features a built-i 
i itions and psychrometric 
values, an Infrared Surface Thermometer and also 
i a al external in-situ RH probes for 
in-situ equilibrium RH readings, as well as Pin probes for 
wood, drywall, and WME readings. These individual and collective features make 
5 an essential and indispensable asset for professionals in the building 
moisture inspection and restoration industry. 


+ Features dual depth measuring range. Deep Depth penetration of up to 14" 
(30mm) and Shallow Depth penetration of up to 3/16” (9mm). 


+ Dual depth readings of surface and core moisture can be compared to eliminate 


the influence of the substrate when testing coverings. 
Item Description Price 
2657-5288 — Tramex MEX5 Moisture Encounter Meter (ea) $985.00 
SystemSURE Plus 
Monitoring System 


SystemSURE Plus is the next generation of 
the world’s best-selling SystemSURE II ATP hygiene monitoring system. This new 
system uses state-of-the art electronics with improved functionality, but still 
maintains its small hand-held design and affordability. 

Item Description Price 


1640-1541 $2,338.78 


SystemSURE Plus Monitoring System (ea) 


k 


EQUIPMENT & INSTRUMENTS 


FLIR Pro Infrared E5 and E6 Cameras 


Quickly recognize where problems are 
located thanks to FLIR MSX® (Multi-Spectral 
Dynamic Imaging), which embosses key 
visual details onto thermal images 


FLIR E8 Pro Infrared Camera 


LIR E8 Pro Infrared Camera with 320x240 IR 
Resolution and Ignite Cloud. 


See impending failures sooner with optics always 
ocus and large, sharp, 640x480 touchscreen 


= 


+ Save time spent on manual adjustments 
with 1-Touch Level/Span 
+ Improve inspection efficiency using the 
“ouchscreen, with the ability to add 

detailed notes to each image 


e 
* Edit, store, organize, and share images Rugged, reliable, yet lightweight design with 
p . 


singt EFUR lg ite clou de cE ; ; ower grip for one-handed, point and shoot SFLIR 
e Create quick reports in FLIR Ignite from any device, or create advanced reports in image capture 


FLIR Thermal Studio from a PC 
$ FLIR Simplify workflow by using the touchscreen to 1-touch level & span, pan and 


Main Applications: ; ; ; zoom, as well as adding comments to images - automatically inserted into reports 
+ Industrial inspections of electrical and mechanical equipment 


Save time by connecting to the cloud for 
omatically storing, editing and sharing images 
in FLIR Ignite or Thermal Studio. OTA (Over 

he Air) updates will always keep your camera 
ipped with the latest features 


a - wins h ; FLIR MSX Image Enhancement provides extraordinary thermal imaging details, 
+ Condition monitoring and preventive maintenance of degrading equipment with a 5 MP visual camera and LED lamp for improved decision support 
before failure 


+ Building inspections to ensure energy efficiency fein Description Price 


2694-5218 FLIR E8 Pro Infrared Camera with Ignite Cloud 320 x 240 (ea) $3,499.00 


Item Description Price 
2679-5740 FLIR E5 Pro Infrared Camera w 240x180 IR Res + Ignite Cloud (ea) $2,399.00 
2674-5543 FLIR E6 Pro Infrared Camera w 160X120 IR Res + Ignite Cloud (ea) $1 ,649.00 


FLIR MR176 Imaging Moisture 
Meter Plus with IGM™ 


he FLIR MR176 Imaging Moisture Meter Plus with 
GMis an all-in-one tool equipped with a built-in 

hermal camera that can show you exactly where to 
easure moisture. 


FLIR TG267 Thermal Camera 


The FLIR TG267 takes you beyond the limitations of single- 
spot IR thermometers to both see and evaluate the hot and 
cold spots that can indicate serious issues. 


deal for commercial electrical, facility maintenance, an 
HVAC applications, this advanced thermal camera with a 
brilliant 2.4 inch screen reduces diagnostic time while simplifying 
repair and maintenance reporting. 


Features Infrared Guided Measurement (IGM) 
echnology. The MR176 helps you quickly scan and 
arget moisture issues, visually guiding you to 

he spot where you can confidently 

ake measurements and FLIR 
analyze readings. 
Item Description Price 


1697-2390 FLIR M176 Imaging Moisture Meter Plus with IGM (ea) $1,109.00 


Patented FLIR MSX° (Multi-Spectral Dynamic Imaging) enhancement 
improves image clarity by embossing visual scene details on full 

hermal images, providing added context to help you accurately target 
potential faults and troubleshoot repairs. 


Record images to monitor maintenance history and reassure your customer that 
problems have been resolved. 


Item Description Price FLIR MR277 Building Inspection System w/, 
$546.07 Moisture Psychrometer & MSX IR Camera 


Building Inspection System with Moisture Hygrometer & MSX 


FLIR C5 Compact Professional $ FLIR Roamer. 
Thermal Imaging Camera + Clearly see areas of concern with a high-performance 160 x 


l ; 120 thermal imaging sensor 
wee E ee pocket a |I be ready anytime to + Easily identify both the context and the issue with MSX, 
find hot fuses, air leaks, plumbing issues, and more. 


which embosses visual details on full thermal images 


2606-0626 Flir T9267 Thermal Camera 160 X 120 Resolution/9hz 


Identifying hidden problems is easy 
with the 160 x 120 (19,200 pixels) 


= 


+ Quickly scan for moisture with the integrated non-invasive 


true thermal imager, MSX® ini 
(Multi-Spectral Dynamic Imaging), + Target the exact source of problems with the integrated SFLIR 
5-megapixel visual camera, and laser pointer 
LED flashlight. + Create a single file documenting comprehensive thermal and visual imagery 
with hygrometer readings and laser location 
What's in the box? 

Item Description Price FLIR MR277, FLIR MR13 Replaceable Temperature and Relative Humidity Sensor, 

2632-0844 Flir C5 Compact Professional Thermal Imaging Camera (ea) $819.00 FLIR MRO2 Standard Moisture Pin Probe, quick start guide, international USB 


charger, USB cable, and lanyard 


Item Description Price 
2605-0625 FLIR MR277 Moisture Meter, MSX IR Camera and Hygrometer (ea) $1,609.00 


High volume, lightweight air sampler designed for background level and clearance 
monitoring of asbestos and other particulate. 


Item Description Price 
55229 Allegro Jarless Sampling Pump (ea) $445.22 
55224 Allegro Tripod Stand (ea) $54.17 
Zefon Air-0-Cell Air Zefon 
Sampling Cassettes ITERAETTOMAL 


The Air-O-Cell is a unique air sampling 
cassette specifically designed for the rapid ~~, 
collection of a wide range of airborne h L- 
aerosol including mold spores, pollen, 

insect parts, skin cell fragments, fibers 
and inorganic particulate. 


The Air-0-Cell collects both viable and 
non-viable sample specimens, providing 
a much broader overview of potential 
allergens contaminants than conventional 
sampling techniques. 


pir- 0C" 


Independently Validated. No sample loss during shipping & handling. Pre-loaded, 
no slides to prepares. Air-O-Cell Air Sampling Cassette, For Use with standard Off- 
The-Shelf Area Sampling Pump Capable of 15 Ipm Open Flow 


Item Description Price 
55291 Zefon Air-O-Cell Air Sampling Cassettes (50/bx) $290.75 
Lead Wipes 
100 individually wrapped wipes per bag, 10 
bags/case. 
Item Description Price 
A22689 ASTM E1792 Lead $106.03 


Wipes (1000/cs) 


BDX-II Personal Air 
Sampling Pump 


Industrial Health & Safety Instrumentation 
The BDX-lI provides an economical alternative to higher-priced constant flow 
air sampling pumps. The BDX-II, by Gilian, is an air sampling pump designed 
specifically for abatement and lead applications. Compact and rugged, the BDX-II 
will withstand the toughest industrial environments without sacrificing accuracy 
and reliability. 
Item 


55525 


Price 


$411.06 


Description 


BDX-II Personal Air Sampling Pump With Hose And Charger (ea) 


Zefon Air Sampler Asbestos 
Cassettes 


Zefon PCM and TEM 25 MM air sampling 
cassettes meet all applicable NIOSH, OSHA, 
and EPA standards. Injection molded housings 
are individually assembled and preloaded 
under stringent quality control standards. 
Individual testing prior to packaging, 
and independent-lab, random-lo 
sample testing performed daily to 
ensure low background fiber counts. 


Zefon 


INTERNATIONAL 


Laboratory results available upon request. 
Item Description Price 
55300 25mm .8 MIC PCM Air Sampling Cassettes (50/bx) $35.16 


Ultrasnap™ ATP Surface Test Tabs Sy cakes 


Ultrasnap is a user-friendly, all-in-one 


ATP sampling test used with the — a 
SystemSURE luminometer. This ss ' 
pen-sized sample collection - Pa 


device is easy to use, small 
and environmentally friendly 
compared to other ATP swabs. 


Item Description Price 
1600-1467 Hygenia Ultrasnap™ ATP $309.57 


Surface Test Swabs (bx) 


MediClean Disinfectant Spray Plus, RTU 


All-in-one unique formulation: nonflammable bactericide, 
fungicide, deodorant, antimicrobial. 
+ Water-based maniniaait 
ediciean 
+ Kills mold, mildew, bacteria, 
and odors in one application 
Item Description Price 
MediClean Disinfectant Spray Plus, RTU, 
57717 Taal ea) isintectant spray FIus, $29.99 
MediClean Disinfectant Spray Plus, 
AS56844 Fragrance Free RTU, 1 gal. (ea) $32.49 
57727 Me A Disinfectant Spray Plus, RTU, $145.95 
Benefect DECON 30 
Disinfectant Cleaner 


+ Light scent 
+ Economical price 


+ Kills over 99.99% of bacteria in 30 seconds 


+ Availab 


A95483 
1 gal. (ea) 


$34.99 


Item # 
Volume 


Price 


e for sale in all states 


1649-1159 1648-1158 
5 gal. (ea) 55 gal. (ea) 
$184.99 | $1,691.99 


VA Benefect 


MediClean Germicidal Cleaner 
Concentrates 


+ Concentrated formulas sanitize with as little as 1/2 oz. per 


gallon 


+ Crime scene, restoration, & carpet cleaning applications 


Item Description Price 
A19968 Mint, 1 gal. (ea) $45.00 
A16845 Lemon, 1 gal. (ea) $41.75 


Sporicidin RTU Disinfectant 


+ Continuous residua 


months 


+ Non-corrosive to si 
vinyl, glass, treate 


| bacteriostatic activity for up to 6 


rfaces including plastics, latex, 
wood, metal, and glazed porcelain 


+ Nonhazardous solution has no special shipping or 


disposal restrictions 
Item Description Price 
57643  Sporicidin RTU Disinfectant, 1 gal. (ea) $41.39 


Foster First Defense 40-80 Disinfectant RTU 


Benefect Botanical Disinfectant, RTU 


+ Kills over 99.99% of bacteria, fungus, TB, and HIV 


VABenefect 


+ No mixing, rinsing, or wiping required 
Item Size Price ez 
A48247 Disinfectant RTU, 1 gal. (ea) $48.99 2 = 
A72575 Disinfectant RTU, 5 gal. (ea) $198.99 i $ 
A91526 Disinfectant RTU, 55 gal. (ea) $2,037.99 == 5 
1691-2875 e ant Wipes, 6"x 7", 250/ $35.99 E 


Fiberlock ShockWave Concentrate ¢ Fiperiock 


A hospital grade EPA-registered disinfectant, sanitizer, 
fungicide, virucide, bactericide and cleaner for use on 
porous and nonporous surfaces. Concentrated formula, 
designed to be diluted two ounces per gallon of water, 
yielding 64 gallons. 


= 


Item Description Price 


1 


Fiberlock Shockwave Concentrate, 
1 Gal. (ea) 


57563 $51.99 


Fiberlock Shockwave Concentrate, CA 


A4838 Oy Gal (ea) $52.01 


Fiberlock Shockwave Concentrate, 


10 0z. (ea) $1 9.99 


57564 


Bioesque Botanical 
Disinfectant Solution 


Capable of cleaning, sanitizing, disinfecting and 
deodorizing in a single step, Bioesque’s Botanical 
Disinfectant is the solution for a wide range of cleaning 
challenges. This innovative product features the patented 


BOTANICAL 
DISINFECTANT 


Thymox technology and a botanically derived active 
ingredient. 
Item Description Price 
1608-6237 Bioesque Botanical Disinfectant $32.78 


Solution, 1 Gal. (ea) 


BotaniClean Disinfectant 

All these benefits, in one unique formulation. A nature- 
inspired antimicrobial cleaner for the dirty jobs, water 
damage, sewage, trauma, and fire. Ready-to-use and lets 


clean, disinfect and deodorize with a mild, pleasant fragrance 


all in one easy step. 


you 


Item Size Price 
MediClean ProRestore BotaniClean 
1635-5164 Disinfectant, 3 Liters (ea) $26.50 


Foster 40-80 Disinfectant is a convenient, ready-to-use disinfectant that is highly effective against a broad spectrum of bacteria. 40-80 can be used to disinfect washable, 
nonporous, hard surfaces found in homes, schools, restaurants, hospitals and other institutional and industrial facilities. Foster 40-80 is also F i 
EPA registered to be effective against odor-causing bacteria and fungi when used in water damage restoration situations on porous and be 
semi-porous surfaces, making it a valuable addition to the arsenal of any flood restoration professional. pee 
+ Ready-to-use formula for added convenience + Effective for use in water damage restoration to remove residual =- Foster) 40-00 / 
+ EPA registered mold and mildew prior to applying a antimicrobial coating E a — 
+ Disinfects, cleans, deodorizes + Easy to apply with wipe, cloth, mop, sponge or spray | 
+ Effective fungicide, virucide and germicide = Ba a 
page Soe I 
Item Description Price EPA Registration Number: 6836-152-63836 J a Bg 
57253 Foster 40-80 5 Gallon Pail Ready To Use Disinfectant, 5 Gal. (ea) $90.86 Zactinate;CodeWTRGRM SA 


ECOZ™ Odor 

Neutralizer Concentrate 
ECOZ water-soluable deodorizer for 
contents and structural deodorizing. 


Use with the dry vapor products for a 
consistent odor fragrance. 


VAPGRTEK 
Item Description Price 
A69788 Vaportek 90-1501 ECOZ Smoke Odor Counteractant, 1 gal. (ea) $47.50 
Vaportek 90-1601 ECOZ 5.0.5. Neutral Water-Soluable Odor 
1630-0675 Controller, 1 gal. (ea) $47.50 
OmniPro Smoke & More 
Heavy Duty Deodorizer 


Industrial strength odor neutralizer goes to the 

odor source and immediately destroys it. With odor 
encapsulating and neutralizing chemistry, it contains 

a proprietary solution and fresh scent designed to 
specifically eliminate odors created by protein, plastic and 
oil fires. Also effective against cigarette smoke, skunk, 
urine, vomit and most synthetic and organic odors. 


Item Description Price 
1665-2149 OmniPro Smoke & More Deodorizer, Lemon (ea) $42.84 
1666-2140 OmniPro Smoke & More Deodorizer, Original (ea) $45.88 


OdorX 9-D-9° PRORESTORE 


A highly concentrated, general-purpose odor counteractant 
specially formulated to counteract fire and related smoke 
odors. 


Item Description Price 


Concrobium-Pro Broad Spectrum 


Disinfectant Il 


Concrobium Broad Sp 
the next generation o 


e] 


ectrum Disinfectant II represents 
f plant-based disinfection for 


professional restoration contractors. The unique, 
proprietary solution is botanically-derived and offers 


significant advantage 
on the market. Unlike 
Spectrum Disinfectan 


s over existing botanical solutions 
other products, Concrobium Broad 
t II provides superior cleaning as 


well. . . 
@©®cancrobium 
Item Description Price 
1619-6216 Concrobium-Pro Broad Spectrum Disinfectant Il, 1-Gal. (ea) $31.71 
1610-6318 Concrobium-Pro Broad Spectrum Disinfectant Il, 55-Gal. (ea) $1 615.88 
Thermo-2000° PRORESTORE 


Powerful water-based odor counteractant formulated for 


use in thermal foggers. 


Item Description Price 
30136  Thermo-2000 Cherry, 1 gal. (ea) $118.75 
A56850 Thermo-2000 Fragrance Free, 1 gal. (ea) $118.75 
57732 Thermo-2000 Citrus / Lemon, 1 gal. (ea) $130.75 
A56846 Thermo-2000 Kentucky Blue Grass, 1 gal. (ea) $100.50 
Thermo-55° PRORESTORE 
Formulated for use in thermal foggers, with highly purified 


petroleum solvents a 


d odor-controlling essential oils. 


57728 OdorX 9-D-9 Smoke Odor Counteractant, 1 


gal. (ea) 


$90.96 


Contec Citric Acid Disinfectant 


A ready-to-use botanical EPA-registered hospital grade 
disinfectant strong enough to kill TB and non-enveloped 
viruses. Fragrance and dye-free, it is ideal for infection 
control in healthcare practices, laboratories, schools, 
offices and homes. 


Item Description Price 
57721 Thermo-55 Neutral, 1 gal (ea) $89.50 
61253  Thermo-55 Cherry, 1 gal (ea) $98.50 
57722 Thermo-55 Lemon, 1 gal (ea) $98.50 
A56852 Thermo-55 Kentucky Blue Grass, 1 gal (ea) $98.50 
OdorX Bad Odor Blocks PRORESTORE 


The OdorX bad odor block is a simple, 


convenient met! 
in virtually any 
adsorbed onto a natu 
and starts dispensing 


is removed from the sealed package. 


od to dispense a deodorizer 
ocatio 


. The deodorizer is 
ral wicking block 
when the block 


See pet ! ; : ET The OdorX bad odor block has oil 
Contec Citric Acid Disinfectant is effective against a broad mean E y 
{di : : ith fast kill ti = components. Be sure to use the block 
A a oss lee ace aaron a iE only in areas where contact with oil will not cause damage. 
It disinfects in as little as 5 minutes and sanitizes in 1 — i f : 
: oe Aan ; - + Place in vents, air movers and ducts — virtually anywhere 
minute. Contec Citric Acid Disinfectant is tuberculocidal, a ete 
meeting OSHA Bloodborne Pathogen Standards. t ~s © Available in many fragrances 
ltem Description Price Item Description Price 
leat Description ine 57723 Cherry(ea) $6.72 AN6306 Lemonlime(ea) $6.72 
1621-5550 Contec Citric Acid Disinfectant, 32 oz w/Trigger Sprayer (ea ` 
ISHN PEE se ADEN $13.10 57724 Apple (ea) $6.72 A79 Vanilla (ea) $6.72 
1622-5551 Contec Citric Acid Disinfectant, 1 gal. (ea) $39.08 
Sentinel 522 Smoke & Odor Destroyer D 
Sentinel 522 Odor Destroyer Block is a convenient Item Description Price 
semisolid product which can be used in a variety of spaces Sentinel 52208-1 
to remove unwanted odors. Fresh scented, Sentinel 522 1628-5544 Smoke Odor Destroyer $10.42 AAA — 
Odor Destroyer blocks and destroys odors at their source, Gel Block, 1 Ib. (ea) j i = 
prior to start, during work, and as a leave-behind odor Sentinel 5220B-5 ot BSIrO Ver = 
block. Convenient semi-solid blocks for a variety of spaces. 1625-5945 eee $37.08 oy 7 | ie i 
Water-based liquid is usable for cleaning smells from i is Sil Wet 
: Sentinel 522 Smoke & i 7 
hard surfaces, as well as soft goods and other materials. 1607-0649 Odor Destroyer 1ga, $46.67 1 
Nonflammable and nonhazardous. Fresh Scent (ea) 


Vapor Shark? Industrial 
Odor Control System 


p to 50,000 cu. ft. 
inum case 


+ Treats areas 
+ Durable alu 


+ Holds up to five membranes (sold 
separately) 


+ Each membrane treats areas up to 
10,000 cu. ft. 


e CSA and UL listed 


Item Description Price 
mso DO spano 
1689-0586 oe a 3X Industrial Membranes - $55.00 
me Eee $55.00 
A27839 Specialy arlte fr Smoke Odor ea) $55.00 
Restorator® Odor Neutralizing Syste 
Compact odor control system, 


ideal for fast, high-intensity, - 
ermanent, odor elimination. 
eodorizes without the hazards 
of thermal fogging or ozone 
reatment. Uses essential oils and 


neutralizing compounds, and can 


e used in occupied structures. 

* Treats up to 20,000 © Treats atmosphere, oe 
cubic feet of space structure, and contents VAP@RTEK 

* Lightweight simultaneously 

e Creates no moisture * Ozone and Hydroxyl-free  * CSA and UL listed 

Item Description Price 

A28831  Vaportek 90-5000 w/o Cartridge (ea) $378.00 
A56912 — Vaportek 90-5000 3X Industrial Cartridge (ea) $105.00 
A27841  Vaportek 90-5150-85 5.0. Cartridge (ea) $105.00 

Sentinel Smoke & Odor 

Primer Sealer 


A professional strength, low-odor, 
fast-drying sealer encapsulant used to 
seal and trap odors commonly found on 
restoration projects, such as smoke and 


other odors. 
J Sentinel 
Item Description Price 
A85577 Sentinel 538W White, 5 gal. (ea) $208.33 
A92055 Sentinel 538C Clear, 5 gal. (ea) $208.33 
A90943 Sentinel 539W White, 5 gal, with Antimicrobial Protection (ea) $256.67 
A95315 Sentinel 539C Clear, 5 gal, with Antimicrobial Protection (ea) $256.67 


NTR 
FT) E 
Vaportek Restorator DUO® 


A portable, battery-operated version of the 
Restoratator (AR38), for use in 
areas without power. Battery 

is rechargeable for use with or 
without AC power. Supplies 
approximately 18 hours of use 
with full charge, and can be used 
while charging. CSA and UL listed 


VAPGRTEK 


Item Description Price 
Vaportek 90-5400 DUO Battery Version 
1673-2149 ub Cartridge (ea) j $538.00 
1671-2147  Vaportek 90-5400 Extra Battery Pack (ea) $75.00 
1672-2148  Vaportek 60-5400 Extra A/C Charger (ea) $38.00 
Fiberlock Recon ULTRA 
WHITE Smoke & Odor 
Sealer 


Premium solvent-free smoke odor sealant and 
stain blocker to eliminate malodors on surfaces 
and block tough staining. 


Prevents smoke odors and stains from 
migrating through. Contains specialized 
malodor neutralization, provides one-coat 
odor control on most surfaces, and blocks 
odors even with seasonal changes in temperature and humidity. 
+ Superior smoke-odor and stain + Finish grade, solvent free 

blocking + One-coat odor control 
+ Superior application characteristics +» Moisture permeable 
+ Superior recoatability + Blocks pet and trauma scene odors 
+ Easily topcoated + Works with temperature & humidity changes 


Item Description Price 
Fiberlock 3092 Ultra Recon Smoke & Odor Sealer, 
1653-5458 Write 5 Gal (ea) $248.99 
Fiberlock 3092 Ultra Recon Smoke & Odor Sealer, 
1605-5182 Clear, 5 Gal. (ea) $248.99 


Fiberlock Recon Smoke & 
Odor Sealer 


Recon Smoke Odor Sealer with OdorLock 
technology is water based, low VOC, low odor 
and is not flammable. Unlike typical water based 
coatings that wick smoke odors and stains out 
ofthe substrate as they dry, RECON Smoke Odor 
Sealer with OdorLock technology prevents smoke 
odors and stains from migrating through the 
coating. This technology provides one coat odor 
control on most surfaces and continues to block 
odors even with seasonal changes in temperature and humidity. RECO 


T 


Smoke 
Odor Sealer is specifically designed to encapsulate malodors on multiple surfaces 
including, wood, brick, concrete, plaster, plastic and metal. RECON Smoke Odor 


Sealer is fast drying and has exceptional application characteristics. RECON Smoke 
Odor Sealer is your final step to encapsulate residual odors typically found on fire 
damage restoration projects. 


Water based and non-flammable 
Bonds to nearly any substrate 


+ Permanently encapsulates smoke odors ss 
+ Highly permeable; doesn’t trap moisture 


+ Can be applied in ductwork + Ideal for use in wall cavities 

+ Excellent stain blocke + Low VOC 
Item Description Price 
59700 Fiberlock 3090 Recon Smoke & Odor Sealer, White, 5 Gal. (ea) $270.99 


59701 Fiberlock 3091 Recon Smoke & Odor Sealer, Clear, 5 Gal. (ea) $270.99 


Odor Control Cartridges 


Replaceable natural essential oil cartridges. 


29900 


Item Description 


1668-2231 


Neutral (ea) 


enviroSHIELD™ Odor 
Sealer Turbo Spray 


and certified applicators to permanent 


formula effectively covers and blocks 


+ The speed an 
hassle 


+ 10” wide spray pattern for fast covera 


enviroSHIELD™ Odor & Stain Blocker is designed for professionals 


fire, smoke, animals, nicotine and mildew. In addition, the white 
uality of professional spray systems without the 


+ 4x greater output than traditional spray primers 


y encapsulate odors from 


ifficult stains. 


ge 


1669-2232 Berry (ea) 


Item Description 


A31670 Lemon (ea) 


1660-2334 Forest (ea) 


A93702 Orchard (ea) 


1648-1119 Linen (ea) 


enviroSHIELD™ Mold-Resistant Coating 


viroSHIELD Mold Resistant Coa 


fa) 


ings are 


+ 26 oz. can optimized for large projec 


a 


aa RUST-OLEUM 


Item Description Price 


enviroshield 357660 Odor Sealer Turbo Spray, 


2643-0722 0il Based White, 26 oz. (ea) 


$25.36 


designed for restoration professionals and 
certified applicators to combat mold and 
mildew. This premium coating is formulated 
with an advanced biocide blend that provides 
effective protection from mold and mildew 

on the dried paint film. Enviroshield Mold 
Resistant Coatings can be used on interior 
surfaces and is ideal for new construction, 
remodeling or repair projects or for protecting 
porous and semi-porous masonry surfaces. 
It is water based and provides easy soap and 
water cleanup. 


+ Mold and mildew resistant coating* 
available in Clear or White 


+ Ideal for remediation, remodeling or 


enviroSHIELD™ ES-90 Mold and 
Mildew Resistant Coating Turbo Spray 


enviroSHIE 


professionals and certified applicators to combat mold and mildew. 


This premi 
that provi 
paint film. 


LD™ ES-90 Mold 


m coating is for 
es effective protec 


esistant Coating is designed for 


ated with an advanced biocide blend 
ion from mold and mildew on the dried 


new construction 


+ 30 minute dry time 


== RUST-OLEUM 


+ Water-base, soap and water clean up 


+ Clear contains UV tracer to ensure full coverage 
+ 10-Year Mold & Mildew Warranty 


+ For professional use 


Item 


Description Price 


1645-8224  enviroshield E5905 White Mold-Resistant Coating, 5-Gal. Pail (ea) $252.80 


1644-8223 enviroshield £5905 Clear Mold-Resistant Coating, 5-Gal. Pail (ea) $239.38 


+ The speed and quality of professional spray systems without 
the hassle 


+ 4x greater output than traditional spray primers 


0" wide spray pattern for fast coverage 


+ 26 oz. can optimized for large projects 
== RUSTOLEUM 


Item Description 


Enviroshield 357661 ES-90 Mold and Mildew Resistant 
2644-0723 Coating Turbo Spray, White, 26 oz. (ea) 


‘=== LEGEND BRANDS 


ANTIMICROBIAL AFTER FLOODING 


WATER DAMAGE 


istratior 


MOST REQUESTED 


USE ON BOTH 
HARD & SOFT 
SURFACES 


OmniPro Lemon Oil 
Furniture Polish 

+ Produced with beeswax to provide fine finish 
+ Pleasant lemon scent 


+ Polish cleans and leaves lasting shine 
+ Perfect for post fire cleanup where soot removal is required 


+ May be used on woodwork, vinyl, metal, leather, plastic, 
counter tops and more 


AOmnI PRO 
Item Description Price 
1652-2245 a Lemon Oil Furniture Polish, $8.97 
OmniPro Fire Power 
Heavy Duty Cleaner 


When you need a hard hitting degreaser, you need 
Fire Power. Fire Power uses a powerful blend of 
surfactants, alkaline builders and solvents to dissolve 
away soot and other hard-to-clean soil from walls, 
paneling and wall coverings. 


OmniPro Ultimate Glass Cleaner 


+ Formulated to remove grease, soot, fingerprints and 
smudges off glass, windows, windshields and more 


+ Won't leave spots or film, even at colder temperatures 
+ Overspray dries clear 
+ Sprayable in all directions, even upside down 


4 OmniPRO 
Item Description Price 
1652-2649  OmniPro Ultimate Glass Cleaner, 190z. (ea) $7.18 


OmniPro Vission 
Multi-Purpose Cleaner 


A green surfactant and alkaline-builder blend for 
removing smoke residues from painted or covered/ 
panelled walls. Excellent general-purpose and oil-mess 
cleaner. Pleasant orange scent, derived from food-grade 
orange oil. 


A OmniPRO AOmnIPRO 
Item Description Price Item Description Price 
1617-2847 — OmniPro Fire Power, 1 gal. (ea) $36.88 1673-2240 OmniProVission, 1 gal. (ea) $41.04 
Unsmoke Systems Unsmoke Systems /únsmoxe? Unsmoke Systems — ‘unsinoxe? 
Degrease-All Liquid WallWash ss.» Unsoot #1 ASUALA 
Solvent Cleaner Cleans any hard surface and is Encapsulant 
Degrease-All is a specially especially effective on smoke This long-lasting barrier 
formulated ammoniated damage. Can be used to clean helps prevent the release of 
solvent that removes smoke nicotine off blinds, ceiling particulate, thereby helping 
residues, grease, and other etme grids, air filters, and fans. to improve indoor air quality unswoxi 
difficult soils from painted DEGREASE Excellent for removing grease and occupant comfort after untae 
surfaces, metal, concrete, tile, AL and oils from vinyl, concrete, restoration. Use on structural 
sealed or unsealed wood, and more. One gallon makes wood, or for sealing duct 
hard floors and wet cleanable up to 33 ready-to-use gallons work and ceiling plenums 
fabrics. of solution. after fires, smoke damage, 
or oil burner puff-backs. 
Item Description Price 
57736 Unsmoke Systems Degrease-All $34 50 
Solvent Cleaner, 1 gal. (ea) 
Item Description Price Item Description Price 
Unsmoke Systems Degrease-All $44 50 RE, mks ental : 
A56837 Electronic Equipment Solvent 8 nsmoke Systems Smoke-Solv nsmoke Unsoot#1 Encapsulant, 
Cleaner, 1 gal. (ea) A43303 Liquid Wall Wash, 1 gal. (ea) $32.75 57725 1 Gal. (ea) $61.25 
Benefect Atomic Fire & Soot Degreaser Benefect Quantum Botanical Cleaner 
Benefects Atomic Degreaser PABenefect Surpasses the most stringent safety and PABenefect 
is a next generation botanical, cleaning-efficiency standards. Rapidly 
high-performance cleaner concentrate. It is reduces residues to smallest (quantum) levels possible, in only 
strong enough for the heaviest greasy soils, but 10 minutes! Optimized dynamic surfactants and counter-ions 
safe to use around children, pets and even the disperse/suspend organic contaminants for complete removal. 
i An, iti im efe a Da s 2 
chemically-sensitive. = Unparalleled Safety : Safe for skin, or if inhaled, and will not 1 
ite Description Price amage common indoor surfaces. Does not contain VOCs $ 
(Volatile Organic Compounds) or any hazardous ingredients. 
A48764 Gal. (ea) $48.99 pe = 
1659-0604 5 Gal.. (ea) $198.99 = a Item Description Price ~- 
1650-0706 55 Gal. (ea) $2,037.99 1673-6694 Benefect Quantum Botanical Cleaner, 1 gal. (ea) $62.99 


in litil zZ Y 


CARPET HARD SURFACES UPHOLSTERY WATER DAMAGE 


LEGEND BRANDS 


Chemsafe Green D All-Purpose Cleaner À 


Item Description Price 


A powerfully concentrated degreaser that is simple to 
use. Simply dilute with water to desired concentrations, 
spray and wipe away. Can be used on multiple surfaces, 
such as: walls, floors, plastics, stainless steel, carbon 
steel, painted surfaces, ceramics, porcelain, etc. C.A.R.B./ 
OTC and LADCO compliant and can be used in all 
C.A.R.B. regulated states. 


Bioesque Heavy Duty Cleaner 
& Degreaser 

Superior deep cleaning and grease-fighting capabilities 
for the toughest jobs in the grimiest industrial or high 
traffic commercial settings. Unlike most heavy-duty 
cleaners it contains no harmful chemicals, is non- 
flammable, and completely biodegradable for a safer 
clean that is friendlier to the environment. 


Superior heavy duty cleaning abilities 
Cuts through tough grease and oil 
Cleans fire and soot damage 
+ Cleans organic soiling 
R 
¢ 


ompletely Biodegradab 
+ Neutral pH and deodorizing fresh fragrance 
+ Non-flammable 


e 


+ Contains no harmful chemicals 


Chemsafe Green-D All- 
164270003 Purpose Cleaner, 1 gal (ea) $22.25 < 


Chemsafe Green-D All- 


1028333 Purpose Cleaner, 5 gal (ea) $108.90 CHEMSAFE 


Chemsafe Green-D All- Gaii 


1685-4162 $453.85 


Purpose Cleaner, 55 gal (ea) 


emoves soap scum, dirt, grime, and other organic build up 


X OmniPro Soot Wash Textile Soot 
& Smoke Odor Remover 

Specifically formulated to remove tough soot stains from 
water-safe textiles including clothing, sheets, upholstery, E 
carpet, and drapes. Soot Wash solves the three main issues 
with cleaning soot-contaminated textiles. 


ÔOmNIPRO 


Hard-to-remove soot stains 

e Surfactants penetrate deep into textiles to remove 
stubborn soot stains then loosen soot from fibers 

hrough a powerful charge-charge interaction 


Strong smoke odors 
ermanently neutralizes odors with a pairing agent that 

gets rinsed away after cleaning 

edeposition of soot particles 

Contains ions that prevent re-staining from occurring and allows for thorough 
emoval of stains 
Can be used as a prespray for carpets and upholstery, or as a washing machine 
detergent for soot-removal from water-safe fabrics 


Item Description Price 
1607-6337 Bioesque Heavy Duty Cleaner and Degreaser, 1 Gal. (ea) $24.30 Item Description Price 
1600-6431 Bioesque Heavy Duty Cleaner and Degreaser, 55 Gal. (ea) $1,188.71 1638-6207 — OmniPro (R402 Soot Wash, 6.5Ib. Jar (ea)) $55.07 
OmniPro On & Gone å OmniPro Gone 4 Good å 
Mold Stain Remover 2 OMNIPRO Mold Regrowth Protective OmniPRO 
Nothing removes stains faster or more cost Coating Kit 
effectively. Hygroscopically drawn into the cellular matrix of wood | a 


+ Reduce labor hours 
+ Increase profitability 

+ New fresh scent formula 

+ One gallon covers 250 sq.-ft 


+ Remove dark stains from attics, 
crawlspaces, decks, cinder block, and 
poured concrete 


Item Description 


creating a crystalline matrix 


+ Creates a high pH, crystal shield which separates 
mold from its food source 


+ Inhibits nutrient extraction from substrate 
+ All natural product 
+ No poisons or biocides 


+ Nothing to off-gas or form VOCs 


+ A breathable barrier which enables moisture to leave 
substrate 


Price 


2689-0715 Omnipro 0&G1001 On & Gone Mold Stain Remover, 1 Gal. (ea) $28.19 


+ Guaranteed for 10 years to prevent surface staining 


2682-0819 


Omnipro 0&G2500 On & Gone Fast Mold Stain Remover, 
25 Gal (ea) $66.94 


+ Dries clear or can be tinted with latex primer 
+ One container covers 1500 sq ft 


+ Apply with any sprayer 


Item Description Price 


Omnipro G4g5002 Gone 4 Good Mold Regrowth Protective $1 67.79 


2680-0817 Coating Kit (ea) 


Don't see it here? Call us for solutions! 


Sporicidin ENZ-3212 Enzyme Mold 
Stain Cleaner Concentrate 

A blend of enzymes which effectively cleans both natural and 
synthetic fibers that have been soiled with organic and inorganic 
debris. This highly effective, low-foaming cleaner and stain 
remover has a neutral pH, is biodegradable, non-flammable and 
non-toxic. It is ideal for pre-cleaning areas contaminated with 
mold and mildew. 


Item Description Price 


$41.96 


Sporicidin ENZ-3212 Enzyme Mold Stain Cleaner 
A30901 Concentrate 32 oz. (ea) 


Fiberlock 8317 Instant Mold 


Stain Remover 
Designed to clean stains from mold and mildew within a 
minutes by instantly targeting deeply-embedded mold stains. 


@ Fiberlock 


+ Works on wood and stains from mold and mildew 


concrete substrates 
+ Ideally suited for 
mold-stained attic 
sheathing and 
basement areas 


+ Targets and removes 
deeply embedded 


+ Works within minutes of 

application 
+ No scrubbing required 
+ For indoor and outdoor use 


*No claim is made by this product to 
prevent, destroy, repel or mitigate any 
living organism. 


Item Description 


1629-5154 — Fiberlock 8317 Instant Mold Stain Remover, 1 Gal. (ea) 


Fiberlock IAQ 9000 Waterproof Coating 


+ Latex-based, fast-drying formula i 
+ Stops 10 psi of water pressure and reduces radon gas m 
penetration @ Fiberlock ~~ 
+ Contains an EPA-registered ru 

fungicide to prevent mold growth 


Item Description Price 


1AQ 9000 Water Based Mold Resistant 
Waterproof Coating, 5 gal (ea) $258.99 


57969 


Serum 2000 Organic Stain Damage 
Prevention Polymer Coating 


Serum 2000 is a nonhazardous coating that prevents 
stains and odors caused by organic matter. The charged 


SERUM 2000 
polymers contained in Serum 2000 dry clear in less ed 
than one hour, forming a permanent protective coating. = E 
Harmless to all surfaces not damaged by water, this we 4 
product is biodegradable and contains no VOCs. Covers 
up to 1,000 sq. ft./gallon. 

Item Description Price 


Serum 2000 Step 2 Organic Stain Damage Prevention Polymer 
1685-0683 Coating, 5 gal (ea) 


Foster 32-32 White 

Bridging Encapsulant 

Foster 32-32™ Bridging Encapsulant can be applied to 
previously painted surfaces. It can also be used over the 


hard, non-absorptive types of asbestos insulation that 
will not“accept’a penetrating type encapsulant. 


Bridging Encapsulant can be used with glass cloth as a 
lagging adhesive and coating to encapsulate asbestos 
containing pipe covering and boiler lagging insulation. 


Foster) 


Item Description Price 


57349 $359.26 


Foster 32-32 White Bridging Encapsulant (ea) 


20% hydrogen peroxide 
surfactants formula to 
clean stains, oxidize odors, 
and prepare for removal of 
organic matter via HEPA 
vacuuming. No residual 
gas-off & no VOCs. 


Accelerator supercharges 
hydroxyl radicals to boost 


Serum 1000 bleaching ae 
power. 

Item Description Price 
1654-1601 Serum 1000 Organic Stain Odor Remover, Step 1 Cleaner, 5 gal. (e) $184.25 
1664-4775 Serum Accelerator, 5 gal. (ea) $300.36 
1661-2044 Serum Accelerator, 150z. (ea) $22.74 


Concrobium-Pro RTU 629-489 Stain Remover 


+ Unmatched efficacy removes the 
oughest mold staining and physically 
separates mold from the surface to 
acilitate full remediatio 


+ Fast, ready to use immediately once 
parts 1 and 2 are combined 


+ No harmful chemicals contains no 
chlorine and leaves no harmful residue 
on surfaces. After use, the product 
breaks down into oxygen and water 


@©conecrobium 


+ No special equipment can be applied 
with any standard sprayer; no need for 
special application equipment or training 


Easy to use requires no mixing and no scrubbing 


Item Description Price 
1646-7413  Concrobium-Pro RTU 629-489 Stain Remover, 2-Part, 1 Gal. Base $51.48 
Fiberlock1AQ8314 Advanced @Fiberlock 


Hydrogen Peroxide Cleaner 


A proprietary combination of cutting-edge i 
surfactants and advanced hydrogen peroxide that 
penetrates deep into the substrate. 


+ Removes mold and mildew stains 

+ Whitens while removing stains 

+ Environmentally-friendly chemistry 

+ Deep penetrating lifting action; pH neutral 


Item Description Price 
58499  Fiberlock IAQ 8314 APC, 2.5 gal. (2 pails/case) $192.35 


Foster) 


Foster® 40-25™ Full Defense™ 


+ Fully protects interior substrates from mold 
remaining after pre-cleaning 

+ Inhibits the regrowth and spread of odor-causing 
bacteria, mold, and mildew 


Item Description Price 


Full Defense Fungicidal 


A57589 s ntective Coating, 5 gal (ea) 


$396.96 


Fiberlock AfterShock™ 
Fungicidal Coating 

An EPA-registered antimicrobial coating designed 
to kill residual mold and mildew remaining after 
pre-cleaning contaminated surfaces. AfterShock also 
inhibits the future growth and spread of mold 
and mildew on surfaces. 


f : 
| i 


SurfaceShield Plus 
Protectant Coating 


Blocks nutrients that promote mold and mildew 
growth from reaching a material's surface. EPA- «4 
registered preservative inhibits mold and mildew or \ J 
dry surface coatings. Provides a moisture-resistant, 
breathable coating for water damage applications. 
Sandable, colorless and highly resistant to water 


PRORESTORE 


@Fiberlock ji E 
Item Description 
57799 White AfterShock Fungicidal Coating, 5 gal. (ea) $377.64 Item Description Price 
57970 White AfterShock Fungicidal Coating, 1 gal. (ea) $79.43 1660-7943  SurfaceShield Plus Protectant Coating, White, 5 Gal. (ea) $251.00 
x “ 1659-5098  SurfaceShield Plus Protectant Coating, Clear, 5 Gal. (ea) $231.00 

Sentinel 24/7 Mold & Mildew Sentinel 
Resistant Coatings — Foster 40-20 
A coating with zero VOC, zero Fungicidal Protective 
hazardous air pollutants and Coating 


virtually zero odor. Provides 
antimicrobial protection and 
inhibits the growth of stain and odor 
causing mold, mildew, and other 
microorganisms. 
Durable and scrubbable, for use on 
interior surfaces, including HVAC 
ducting. 
o VOCs, no HAPs, low odor 
+ Contains antimicrobial 
protection 
+ Coverage: 80—400 sq ft per 
gallon 


+ Meets requirements for LEED® 


The industry's leading EPA registered, 
antimicrobial coating for HVAC duct systems 
with ten years of proven effectiveness. It is 
formulated to effectively prevent the spread of 
mold and odor causing bacteria on its surface in 
areas such as walls, ceilings, pipes and interior/ 
exterior surfaces of HVAC duct systems. 


Price 


Item Description 


Foster 40-20 Continuous Defense Fungicidal Protective Coating, White, 
5 Gal. (ea) 


Fiberlock IAQ 6000 Mold-Resistant Coating 


57251 $439.13 


EQ Credit 4.2 for low-emission + 100% acrylic coating with EPA-registered, @ Fiberlock 
materials, paints, and coatings broad-spectrum fungicide to prevent mold een se 
aaa + Minimizes dirt buildup, eliminating mold = 
Item Description Price growth — 
1630-0016 Sentinel 24/7 Interior Coating, White, 5 gal. (ea) $248.33 « Recommended for use on plaster, i 
1679-0014 Sentinel 24/7 Interior Coating, Clear, 5 gal. (ea) $248.33 a ee be ne ete, masonry 
ock, wood, primed metal, an 
1681-1465 Sentinel 24/7 Zero High-Build Coating, White, 5 gal. (ea) $253.33 galvanized a 
1682-1466 Sentinel 24/7 Zero High-Build Coating, Black, 5 gal. (ea) $256.67 Item Description Price 
57543 White IAQ 6000, 5 gal. (ea $329.79 
OmniPro Mold A OMNIPRO 57561 Clear IAQ 6100, 5 gal. (ea) $329.79 
Resistant Coating 1607-1589 White IAQ 6000 Zero, 5 gal. (ea) $376.64 
OmniPro Mold Resistant Coating is a 1 ` 


coating for new construction, remodeling, 
or repair projects, which will preven 
future mold and mildew growth on the 
paint film and protect porous and semi- ; 
porous masonry surfaces from moisture \ 
and mildew damage. Contains an 
invisible UV tracer dye that glows brightly 
when lit with a blacklight to reveal 

any missed areas and ensure complete 
coating coverage. 


-E os S&S = 


Item Description Price 
2627-5040 OmniPro Clear Mold Resistant Coating, 5 gal (ea) $297.89 
2624-5047 OmniPro White Mold Resistant Coating, 5 gal (ea) $297.89 


Don't see it here? 
Call us for solutions! 


Chemsafe™ Low Odor Mastic/ 
Adhesive Remover 


Quickly dissolves floor tile mastics; efficiently 
removes spray adhesive and natural pastes/ 
glues. High-penetrant softens mastic fast, and 
can be completely liquefied using a squeegee or 
push broom. Rinsable, and ideally suited where 
chemical smells are a concern. 


Item Description Price 
00 Low-Odor Mastic 
57262 Remover, 5 gal (ea) $125.42 
00C Low-Odor Mastic 
A58560 Remover, CARB. joe $131.70 


Com liant, 5 gal (ea) 


Chemsafe™ Clear No-Odor 
Mastic Remover 


No-odor mastic remover, with a flash point over 
200°F. Designed for use on no-odor specified 
projects providing safe and effective removal. Not 
DOT regulated, and does not have to be shipped as 
a hazardous combustible liquid. The no-odor blend 
of organic hydrocarbons is ideally suited for use in 
areas where chemical smells cannot be tolerated. 


C.A.R.B. / OTC COMPLIANT 


Price 


Item Description 


57770 Clear No-Odor Mastic Remover, 5 gal. (ea) 


$133.17 


Chemsafe™ Orange and Citrus = Removers 
es 4 


Chemsafe Orange 

A high-strength solvent formulated 
ith 100% citrus solvents; highly 
ffective on mastics, spray adhesives, 
ils, tars, and asphalts. 


e€ 
0 
Chemsafe Citrus Light-C 
A 
0 


= 


economical version of Chemsafe 
range with added emulsifiers to provide 
rinse-ability. Chemsafe Citrus Light-C is 
CA.RB. / OTC Compliant and is highly 
ffective on mastics, spray adhesives, oils, 
tars, and asphalts. 


œ% 
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Chemsafe 600 Roof Fiber : 
Suppression Foam, Blue 


A highly concentrated aqueous blend of 
biodegradable detergents that combine to 
produce a long lasting super foam blanket. Spray 
onto roofs and other surfaces to help keep friable 
stos and dusts from becoming airborne during 
removal. 


o% 
a 
oO 


+ Dark Blue 


+ 500 - 1000 sq-ft/gal 
Coverage 


+ Low Odor Odor/Scent 
Description 


+ Economical 

+ 5 gal Pail Packing 
+ Low VOC 

+ Liquid 


Item 


Price 


57422 Chemsafe 600 Roof Fiber Suppression Foam, Blue, 5 Gal. (ea) $89.62 


Sentinel 747C5 Low Odor 
Mastic Remover 


Sentinel 747 Fresh Scent Mastic Remover is 
the original, most widely used and specified 
remover designed to clean and remove black —— 
asphalt and solvent based mastics and clear {l T 
thin spread adhesives commonly found under 
9”and 12" vinyl floor tile. 


747 cleans up with soap and water, leaving 
surfaces ready for new flooring. 


Sentinel 


BETTER SOLUTIONS FOR A CLEANER ENVIRONMENT 


far) 


+ Low Odor + Blue 
+ CARB Compli + Fresh Odor/Scent 


Item Description 


5 


Price 


$161.67 


A58617 Sentinel 747C Low Odor Mastic Remover, C.A.R.B.. Compliant, 5 Gal. (ea) 


EnviroSHIELD™ Masonry 3000 Waterproofer 


Forms an impermeable barrier to water on 
interior or exterior, vertical or horizontal 
concrete block and cast-in-place concrete. 
Backed by a 15 year waterproof and 10 year 
mold and mildew resistant finish guarantee, 
it stops moisture from entering or exiting a 
concrete surface. Masonry 3000 can be used 
0 stop moisture from entering basement or 
cellar walls and concrete subfloors and will 


MASONRY 


3000 s 


Bt eens 


CARB. / OTC stop water from exiting when applied to 
COMPLIANT r a P š 
canals and holding basins. This coating can 
Item Description Price also be used as a block filler for commercial 
applications such as car washes and garages 
57269 Orange Citrus Mastic Remover, 5 gal (ea) $291.52 where high performance topcoats are applied. 
A69180 Citrus Lite-C Mastic Remover, C.A.R.B.. / OTC Compliant, 5 gal (ea) $157.91 Item Description Price 
1636-7524 — EnviroSHIELD Masonry 3000 Waterproofer, 5 Gal. Pail (ea) $246.90 
Sentinel 909 Soy Sentinel 
Mastic Remover nea 
909 Soybean Degreaser & Mastic Remover is a a 
biodegradable, soybean based solvent cleaner, 4 


for the removal of asphalt based mastics, —— 
grease, lubricants, inks and other petroleum E) 
based residues. 909 is ideal for projects when a = 
biodegradable no odor product is preferred. 


i 
ISominat ] 
CARB. / OTC 
COMPLIANT - } 
Item Description Price 
57761 909 Soy Mastic Remover, 5 gal (ea) $152.33 


via 


CHEMICALS | TO 


& SUPPLIES 


Chemsafe 500 Asbestos 

Lock Down Encapsulant 

A pre-mixed, post-removal lockdown encapsulant 
solution provides lockdown of microscopic asbestos 
fibers to the substrate by forming a flexible resinous 
barrier. This barrier serves a dual purpose of priming the 
substrate and allowing adhesion of secondary coatings. 


~& 


CHEMSAFE 


=" 


+ Essential during mandatory sealing of microscopic 
asbestos fibers subsequent to asbestos remova 


+ Acceptable for use as a penetrating encapsulant as 

provided 

Item Description Price 
57508 Chemsafe 500 White Lock Down Encapsulant, 5 Gal. (ea) $79.97 
57509 Chemsafe 500 Clear Lock Down Encapsulant, 5 Gal. (ea) $48.38 


Chemsafe GOLD Wetting Agent 


Chemsafe Gold is a water based wetting agent used for 
“wetting out” fibrous materials during removal. It has 
an extremely low surface tension, which enables the 
wetting of fibers along with added binding capability, 


helping to maintain dust-free conditions during the 
removal of asbestos containing materials. 
Item Description Price 
57418 Chemsafe GOLD Wetting $49.36 
Agent (ea) 
C.A.R.B. / OTC COMPLIANT 
Fiberlock Lead Encapsulant LBC @Fiberlock 


LBC Lead Barrier Compound (Type III - Interior/ 
Exterior) is a thermoplastic-elastomeric water based 
copolymer blended to form a barrier between lead- 
based paint and the environment. It is a high-solids 
coating formulated to offer unparalleled coverage, 
economics and aesthetics while preserving historic and 
architectural detail. LBC meets all Federal, State and 
Local standards for lead based paint encapsulants, and 
is certified for use in all 50 states. 


Price 


Item Description 


57491 Fiberlock 5801 White LBC Ill Interior / Exterior Encapsulant, 5 Gal. (ea) 


$353.07 
57290 Fiberlock 5800 Antique Linen LBC Ill Interior / Exterior Encapsulant, 5 Gal. (ea) $321.29 


POWER TOOLS & ACCESSORIES 


Kett KSV-432 Vacuum Panel 
Reciprocating Saw Kit 


+ 2%" carbide abrasive blades 
with dust control 

+ 5.0 Amp pistol grip, variable 
speed, 2500 RPM motor 

* Great for cutting drywall, 
fiberglass, and plaster products with 
dust contro 

e Leaves a mille 


TOOL COMPANY 


, ready-to-fabricate finish without 


| Post Removal Surface Sealant 


Chemsafe Lead Protect % 


Chemsafe Lead Protect creates a powerful elastomeric barrier that CHEMSAFE 
seals in lead-based paints and coatings, preventing lead dust and 

debris from entering the air while providing long 

term protection from the hazards associated with 

lead-based paints. 


e Forms a Protectiv 

Lead Paint. 
* Stops Dangerous Lead Dust from Going Airborne. 
+ Seals Harmful Paint Chips and Unsafe Coatings. 


D 


Barrier to Help Block and Seal 


t 
t 


+ Manufactured in The USA From Domestic & - 
International Ingredients. 
Item Description Price 
2606-4485 Chemsafe Lead Protect Lead Encapsulatnt Coating, 5 Gal. (ea) $251.35 


Fiberlock Fiberset PM 
Asbestos Encapsulant 


Fiberset PM is a pre-mixed, lockdown sealing treatment 
for microscopic residual fibers present after the removal 


of Asbestos Containing Material (ACM). Water-based, this 

coating employs advanced, 100% acrylic resin technology 

to extend the life expectancy of airless spray equipment. 

Ready-to-use, Class "l" fire-rated, and is compatible with 

most leading brands of flooring adhesives. @ Fiberlock 

Item Description Price 

57137 Fiberset PM, Clear, 5 Gal. (ea) $58.64 
57136 Fiberset PM, White, 5 Gal. (ea) $62.04 
57438 Fiberset PM, Blue, 5 Gal. (ea) $62.04 


Microfiber/Lambswool Duster 


Specially- > 3 2~«~ 


designed for 
floor to ceiling 

dusting of high, expansive surfaces, including walls and ceiling moldings. Big Red 
is very popular for restoration and construction cleanup. 

Item Description 
A97297 


Price 


$19.10 


Lambswool Duster Extension, 35”x 48” (ea) 


RDI Lambswool Duster W/Plastic Handle - 28" 


Manufactured from the same 
quality grade lambswool as 
our premium model, with a 


slightly smaller dusting head and a sturdy but flexible handle. 


Price 


Item Description 


1613-8051 28" Lambs Wool Duster (ea) 


$7.58 


Dry Cleaning Soot Sponge 

Natural rubber sponges designed to remove soot from fires in a 
dry state. Tiny porous cells lift soot from surfaces 
quickly without smearing. Ideal for use on 


burning the material 
+ Lightweight and easily maneuverable painted surfaces, wall paper, acoustical tile, 
E : paneling, lamp shades, paintings, and other 

Dust-free cutting 

surfaces. These sponges may be reused 

Item Description Price many times by washing. 

54248 ett KSV-432 Vacuum Panel Saw (ea) $717.54 Item Description Price 
58047 Kett 157-66 24"x 60 Tooth Saw Blade (ea) $8.88 59900 Dry Cleaning Soot Sponge, 114"x 3x6" (ea) $2.57 
58046 Kett 157-600 Carbide Grit Blade (ea) $58.33 59901 Dry Cleaning Soot Sponge, 3/4"x3”x6" (ea) $1.68 


IBIX 


© NORTH AMERICA 


2624-0743 


1615-7784 
iitpsafazte ECJATAMSCA 
IBIX Wet/Dry Blast Systems 
Lightweight aluminum allows for easy portability in all types of Item Description Price 


locations. Features dual action wet and/or dry. Perfect for a wide IBIX [Pro 25-H-CP 125 Pro Contractor Package, w/ Helix Gun, 125 Land Gun w/30' Hose, 
. : 1615-7784 l a l ' $21,225.00 
variety of applications, pre-paint preparation and cleaning rust, Ee i SOE ANEIS (Ea) " 


corrosion and debris from virtually any surface. One-man operation 1619-4971 = IBIX 40 Wet/Dry Blast System with Short Gun, SMM Nozzle, 60-751b. Capacity (ea) $6,890.00 


with a quick-click nozzle for maximum versatility. User friendly 2624-0743 "BX Fusion Pro Contractor Package: Apollo I System w/Short Gun, Fan Nozzle, 125 $17,884.30 
and delivers a precise, consistent, even air and media flow for a Nozzle Kit VRK Compressor, 70CFM, 50' Air Hose (ea) aa 


smooth surface finish with very low air volume requirements. 1652-5711  1BIX 40 Wet Blast System with Lance Gun, 12MM Nozzle, 60-751b. Capacity (ea) $6,990.00 


Minimal dusting improves health and safety for the operator and 
the environment. 


1675-4982 _ |BIX 60 Wet Blast System with Lance Gun, 15MM Nozzle, 150-1751b. Capacity (ea) $7,990.00 


à It Descripti i 
IBIX Guns, Lances & Nozzles ‘~ IBIX e — Price 


\ NORTH AMERICA 


1609-5426 X 1-25 Helix Gun w/1.18” Extension Hose for l-25 Unit (ea) $2,176.03 


1682-5541 X |-40 Helix Gun w/1.18" Extension Hose for l-40 Unit (ea) $1,278.50 


X 40 H20 Short Gun w/30' Hose, 10MM Tungsten Nozzle $1 862.50 
ji . 


1642-4590 Water ozzle (ea) 


Vortex ) 


1609-5426 


e 1655-5132 X I-25 Lance H20 with Hose Complete , 1x 30’ (ea) $1,599.00 


The patented HELIX® Gun uses a gentle, helical rotary | 1638-5217 X1-25 NK Nozzle Kit w/4 Nozzles & Nozzle Holder (25/box) $438.48 
movement, reducing the volume of air and media needed, o) X 1-40 NK Nozzle Kit & Nozzle Holder for 40 & 60 Units, 

PN ee Aaa A L 16145219 , 496.31 
maximizing effectiveness while minimizing damage to delicate WRAN cludes 7MM; BMM, 12MM nozzles (ea) $ 
surfaces. Wear-resistant tungsten steel nozzle offers a Gj \ \ Abrasives 
outsta ding durability and longevity, even with not miye 1 1609-7521 IBIX Abrasion Restoration Garnet (Coarse) 401b. Bag (ea) $32.67 
extremely hard abrasives. Maintains uniform action 1G a4 9 
of the spray and allows the operator to work froma } Obes; 1600-7623 Ibix Abrasion Restoration Garnet (Medium) 401b. Bag( ea) $35.00 
greater distance. I ines INNE 

os 1601-7624 Ibix Abrasion Restoration Garnet (Fine) 401b. Bag (ea) $35.00 


1692-4096  IBIXI-ASXL Baking Soda Maintenance XL 270 Mesh, 501b. Bag (ea) $57.15 


1655-5132 


Foam-It Portable Electric Powered Sprayer Ww FOAN.-iT 


Electric powered sprayer works all day with no pumping. Includes on-board 1.5 hp air compressor, 650 fan tip for wide, even 
coverage. Compact size is easily portable. 25’ coiled tubing allows you to reach a large area without moving the unit. Provides = 
plenty of thick rich foam. 


Foam is beneficial for so many purposes. Dryer applications; reduced chemical usage; increase dwell time when: 


+ Cleaning tile & grout on vertical surfaces + 100'line allows contractor to reach almost every area of homes w= 4 
+ Applying sanitizers and disinfectants and crawl spaces à N 
+ Washing walls Item # Description Price ~~, 


. Chemical-resistant vitol seals 1607-5614 Foam-lt Portable Foam Unit with 100' Hose (ea) $2,011.17 


wil 


EQUIPMEN 


Floor Scraper 


National 5700 Silver Vein All-Day Battery Ride-On 
+ Has the ability to operate. - - Item Description Price 
up to 12 hours ona i Bye) 1 1654- National 5700 Silver Vein All Day Battery $44,651.48 
si gle charge 1G or 1 1652 ide-On Floor Scraper (ea) ean 
+ Comfortable torideand 1 [m4h 1 1665- National 5700DL Silver Vein All Day 
drive paan ig Aalan 1352 attery Ride On Floor Scraper With $48,892.53 
+ Ergonomically designed ‘ kg aE) 
i: National 5625 Silver Vein propane ride 
controls y . oe 1359 on floor scraper w/ 25hp engine (ea) $39,168.97 
+ Precise hydraulic steering for maneuvering in 
tight spaces ape National 7700 Silver Vein All-Day 
ne i $ attery Ride-On 
+ Built-in charging system 1353 attery Floor Scraper, 200 AMP $54,148.85 
+ Unique swivel head keeps the blade in contact Hydraulic Slide Plate (ea) 
i s National 5625DL Silver Vein Propane 
j ; the floor 1663 ide On Floor Scraper $44,120.74 
+ Sliding front plate allows for exact blade angle 1350 = w/ 25H Engine With Dual Lift (a) 
National Self- Stonecrete Prep & Polishing Si t 
A fonecrete 
Propelled Floor Machines 7 
Walk-Behind + Use for prep/polishing concrete, terrazzo, marble and granite 
Scraper on 
+ Excellent for heavy grinding, coat and glue removal and 
The 6280 Commander™ removes =- polishing capabilities 
the worst of today’s soft goods, + Wet and dry operation with water delivery system and 
such as glued-down floors, gummy vacuum connection 
Por al et VCT, oe 1 + Adjustable handle with 180-degree forward and 
MUDD EE NE MO EUM INGOT an ; backward motion for operator comfort 
outdoor sport surfaces, roofing material, and ; i 
ore. Its compact design makes it ideal + Magnetic plates system for quick and easy 
for use in confined spaces, while the side change of diamond tools 
slide weights add extra head pressure when + LED integrated lights 
forward and improved traction when moved 
over the back wheels. 
Item Description = Price 
1668-6281 23" 10HP 220V 1-Phase Rotative 4 Heads (ea) $13,377.17 
It Descripti Pri 
em cena: a an Panes T = 1647-6285 23" 7 SHP 220V 1-Phase Restorative 2 Heads (ea) $7,388.02 
ationa -1 elt-rropelled Walk-benind scraper Wi 
1657-1655 Commander style Handle (en) P $11,401.12 2604-2046 27" 20HP 220V 3-Phase Rotative 4 Heads (ea) $19,200.00 
Blastrac 1-10DSGI Shotblaster @BLASTRAC Blastrac Walk-Behind Shot Blaster 


ae 


https//azte.cc/Aramsco 


A versatile, self-propelled 10” shot blasting system, ideal for medium and large sized jobs. AC inverted 
drive-motor for self-propelled operation features an integrated brake to help maintain speed on ramps 
and inclines. This improves productivity and promotes a more even and consistent blast pattern and 
surface profile. When attached to the BDC-66 dust collector, it operates virtually dust-free. 


Item Description Price 


he Blastrac 1-8DM can prepare, strip, 
clean and profile in one easy step. 

here is no rinsing or drying time as 
chemical acid etching, and the 
file provides a better surface 


ing adhesion. 


g 
a 
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portable, 
weight 
shot blasting 
system. The 
lastra 
Shot B 
1-8 
erfec 
smalle 
jobs s 
as residential garage floors, pool 

decks, and small industrial floors. It runs on single phase 
common power. With manual travel speed and an 8.75-inch 
last pattern, this small blast machine is also ideal for 
alconies, areas around equipment, obstructions, and other 
ight spaces. 


= 


@BLASTRAC 


Item Description Price 


Blastrac 1-10DSGI 10” Global Shotblaster & BD-66H Dust Collector 


15106225 w/HEPA & 5"x 50'Hose (ea) 


$72,978.00 


Blastrac Walk Behind Shot Blaster, 


1608-5159 4 DM (ea) 


$9,241.00 


"yh 
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TRULOG 


TrulLoc Super Segment 
Grinding Disc 


The secret to the high performance of the Super 
Segment tool is in the metal-bond matrix and the 
position of the segments on the plate. The segments 
are specifically formulated for floor preparation. 

The Super Segment efficiently cuts through tough 
coatings and hard to open surfaces. 


Two-Segment Grinding Disc 


Item Color Price 
2634-1127 Green $76.15 
TruLoc2-Segment 
Grinding Discs 


The two-segment concrete floor grinding plate is a 
powerful tool designed with extra-large segments for 
maximum tool life and performance. With an even 
scratch pattern, this tool yields a superior concrete 
floor surface that is ready for polishing. 


Two-Segment Plates 


Item Grit Bond Color Price 
2641-1227 30 ExtaSof White $60.20 
2635-1027 16 Soft Gold $66.85 
2639-1021 30 Soft Gold $60.20 
2643-1229 70 Sot Gold $60.20 
2633-1126 120 Sot Gold $49.40 
2637-1029 16 Medium Rei $66.85 
2630-1123 30 Medium Rer $60.20 
2632-1125 70 Medium Rer $60.20 
2645-1221 120 Medium Rei $60.20 
2638-1020 16 Hard Blad $66.85 
2631-1124 30 Had Blad $60.20 
2644-1220 70 Had Bak $60.20 
2642-1228 30  XHard Orange $60.20 


Don't see it here? Call us for 


TruLoc5-Segment Concrete 
Floor Grinding Discs 


The Five-Segment floor grinding disc has five robust 
metal-bond segments designed for maximum tool 
longevity. The radial-edged segments easily ride 
over inconsistencies in the floor. With greater spacing 
between segments, the five-segment configuration 
is more direct and aggressive compared to the Ten- 
Segment configuration. 


Five-Segment Discs 


Item Grit Bond Color Price 
2643-1128 16 Sot God $65.40 
2646-1121 30 Soft Gold $66.35 
2648-1123 70 Soft Gol $66.35 
2634-1026 120 sot God $65.40 
2644-1129 16 Medium Re $69.10 
2632-1024 30 = Medium Re $69.10 
2633-1025 70 Medium Re $65.40 
2640-1226 120 Medium Re $66.35 
2645-1120 16 Hard Black $65.40 
2647-1122 30 Hard Black $66.35 
2649-1124 70 Hard Black $65.40 


TruLoc 1-Segment Coating 
Removal Tools 


4 


This unique tool contains two % round PCD segments 
with a single metal-bond segment. Designed for 
efficient floor preparation, the PCDs aggressively 
remove floor coatings while the metal-bond segment 
smooths and refines the scratch pattern. Additionally, 
the metal-bond segment height is designed to avoid 
gouging the floor surface with the PCDs. 


Two %-Round Segments & One Single-Segment Disc 


Item Side Color Price 
2635-1128 Left Silver $75.00 
2636-1129 Right Gold $75.00 


TruLoc 3-Segment Coating 
Removal Tool 


30 


ackle concrete floor coating, mastic or glue removal 
with ease using this unique heavy-duty tool. With 
hree large PCDs plus three metal-bond segments, 
his tool is fast and efficient. The PCDs aggressively 
attack the floor surface exposing aggregate while the 
etal-bond segments smooth and refine the scratch 
pattern. Additionally, the metal-bond segment height 
is designed to avoid accidental gouging the floo 
surface with the PCDs. 


Three-Segment PCD Coating Removal Tool 
Side 
2367-1120 Left 


Price 
$162.50 
$162.50 


Item Color 


Silver 


2638-1121 Right Gold 


TruLoc 10-Segment Grinding Discs 


The Ten Segment floor grinding disc has ten robust 
metal-bond segments designed for maximum 
tool longevity. The radial-edged segments easily 
ride over inconsistencies in the floor. Additionally, 
the segments are designed to leave a subtle and 
consistent scratch pattern to properly prepare the 
concrete floor for the polishing steps. 


Ten-Segment Grinding Disc 


Item Grit Bond Color Price 
2636-1725 16 Soft Gold $80.05 
2638-1727 30 Soft Gold $80.05 
2642-1127 120 Soft Gold $80.05 
2628-1927 16 Medium Red $81.25 
2629-1928 30 Medium Red $81.25 
2630-1022 70 Medium Red $97.50 
2631-1023 120 Medium Red $81.25 
2637-1726 16 Hard Bak $80.05 
2639-1728 30 Hard Black $81.25 


solutions! 


EQUIPMENT & IN 


Q Stonecrete 


7” Cup Grinder Wheels Stonecrete 
Aggressive 
Cutters Coat Removal 


+ Cup Wheel 
+ ArrowX Segmented 
+ 7 Inch Diameter 

+ 5/8-11 Arbor 


+ Use wet or dry 
+ Forall concrete, terrazzo and natural stone 
+ Levels floors and removes medium to heavy 


Cup Wheel, 7" Diameter, Arrow Segment 


Item Description Price 
coatings 

74290 SCARSTD180N Non-Threaded (ea) $135.00 9 s 
+ Excellent grinding power 

A85702 SCARSTD1801 5/8-11" Threaded (ea) $135.00 
Three 9MM Holes 

Item Description Price 

1635-6192 6 Grit (ea) $33.21 
1633-6392 30 Grit (ea) $36.28 
1634-6393 50 Grit (ea) $36.28 


+ 7" Diameter 


+ Cup Wheel 5/8"-11 
« Black Q Sronecrete 


Stonecrete 6 PCD Cup Wheel, Black 


Price 


$114.86 


Item Description 


1629-6788 SC-7CWPCD6 Threaded 


+ Use wet or dry 

+ Forall concrete, terrazzo and natural stone 

+ Levels floors and removes medium to heavy coatings 
+ Excellent grinding power 


Three 9MM Holes 
e 24-Se gment Item Description Price 
+ 7 Inch Diameter 1632-6391 16 Grit (ea) $42.63 
+ Yellow 1638-6397 50 Grit (ea) $39.33 
Syntec 24-Segment Econo Diamond Cup Wheel Stonecrete $ 
A ? wunecrete 
Item Description Price PCD Coating 

1604-0065 Non-Threaded (ea) $90.00 Removal Cutters 

A83468 Threaded (ea) $80.00 

7" Cup Wheels 


+ Aggressive concrete grinding tool 

+ Developed for effective removal of epoxies, glue, 
mastics, acrylics, thin sets, and other general 
coatings 


The 7-inch grinding cup wheel comes in threaded 
and non-threaded (5/8-7/8 arbor) versions. It is 
more aggressive than the 24 segment tool, but is still 


ideal for grinding the surface to a smooth finish. 
Double Rectangular Support 


Stonecrete Hard Concrete 3" 
Metal Spiral Round with Pin 


Q Sronecrete 


1697-6286 
1686-6784 


1635-6798 


1636-6799 


1637-6790 


1638-6791 


+ Use wet or dry 

+ For concrete, terrazzo and natural stone 
+ Long life and durability 

+ Round edge for lippage 

+ Superior scratch pattern 


Item Description Price 
1697-6286 6<rit $97.18 
1686-6384 16 <rit $88.05 
1635-6798  30Grit $48.97 
1636-6799 SOGrit $48.97 
1637-6790 70Grit $48.97 
1638-6791 100 Grit $48.97 


Stonecrete Trapezpoid Round 
Segments Aggressive Coat 


Removal 


by 


G 
e g 

+ Use wet or dry 

+ Forall concrete, terrazzo and natural stone 

+ Levels floors and removes medium to heavy 


coatings 
+ Excellent grinding power 


Item Description Price Item Description Price Three 9MM Holes 
A80700 Premium, Threaded (5/8-11) (ea) $90.00 1613-6590 Left Side (ea) $55.39 Item Description Price 
1631-1882 Economy, Non Threaded (ea) $72.00 1614-6591 Right Side (ea) $55.39 1637-6396 30 Grit (ea) $39.33 


isin 
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Ruwac Attic Vermiculite Removal System 


Ruwac’s specially-designed solution for safe handling of vermiculite, and potential asbestos. Features a 
heavy duty industrial vacuum with 11 Hg” negative-vacuum pressure, while filtering harmful materials 
into a 55 gallon HEC-XLT cyclone pre-separator and safely containing contaminants and returning only 
clean air. | A faster and safer vermiculite solution to collect and contain dangerous materials without 

exposing the operator during the process 


+ Achieved with a 99% at .5 micron primary filter and 99.997% at .3 micron secondary HEPA filter 

+ Includes a pre-separation drum that returns only clean air 

+ The pre-separator drops heavy materials down into a collection drum that is lined with a heavy 
duty plastic bag 


Item Description Price 
1614-7326 — Ruwac Attic Vac Vermiculite Removal System (ea) $15,311.85 


Ruwac Attic Air VacJr. Compact 
Ruwac’s versatile vermiculite vacuum package is designed for small projects, is easy to 

transport and is also great for asbestos abatement, mold & lead remediation, demolition, 
surface preparation, and post construction project clean up. 


+ 110 volt power + Only 1 operator i i 
+ 30qallon collection capacity - Removes up to 650 SQ FT of 1 
+ Upto 75 feet of 2" hose vermiculite / day | Financing Available 1 
a https://azte.cc/Aramsco p 

Item Description Price 


2647-0435 Ruwac Attic Air Vac Jr. Vermiculite Removal System (ea) $7,468.63 


Ruwac Little Red Vacuum 


More powerful than some vacuums twice its size, the 200 CFM total makes for powerful portable 
vacuuming in a unit this size. Fully grounded, with a foot-actuated 9 gal dustpan for easy dust-free clean 
up. Durable compression cast housing and the option to upgrade to HEPA or ULPA filtration. 


IKüwac 


+ Self contained shaker bar filler cleaning system + Filter is guaranteed for 3 years 


+ Perfect for 7 inch grinders, tuck points and + Durable”Bulletproof” compression cast modular composite 
handheld saws ousing will never dent or rust, guaranteed for life! 
s Item Description Price 
A77985 Ruwac Little Red Vacuum, 110V, 200 CFM, with HEPA MAX Filter (ea) $3,722.82 


Ruwac Red Raider Intermittent Duty Vacuum iTuwac 
The Red Raider Classic by Ruwac has increased power and filtration capacities which make it the perfect vacuum for those tough 
jobs requiring larger hoses and more than one operator. The Red Raider’: filter is 28 sq. ft. (nearly twice the size of smaller Red Line 
models,) is available in 110 and 220 V models and includes a 2.75" inlet. 


+ Fully grounded to protect against static build-up + Manual filter shaker system allows you to clean the 
+ Durable compression cast composite housing will never dent or primary filter without having to disassemble your vacuum 
rust — Guaranteed for life! + Easy-to-empty 9 gallon foot-actuated dustpan 


+ Industry-leading MicroClean filtration is 99% efficient @ 0.5 + Optional HEPA and ULPA filtration for air purification 
Microns — 3-year filter life quarantee! 


Item Description Price 
1613-5345 Ruwac R291H Red Raider with 28sq ft primary filter and HEPA MAXX filter, 110v, 3 motor vacuum with silencer $4,859.06 


Ruwac DS2720-CON Powerhouse Vacuum 


Ruwac exclusive Multi-Stage Maxflo turbine explosion-proof vacuum produces more suction using less horsepower. 
Designed for bulk collection of combustible dust in certified environments, with continuous 24/7 operation. Long-lasting 15,000 hr run time 
with no maintenance required. 

z ; ; ; Item Description Price 
: i : -cooled explosion + Industry leading MicroClean filter Uwa PS03H-CON 1OHP Powerhouse 

+ Large vacuum inlet 2649- Vac 230V 3-Phase, HEPA Filter, Motor 

S 7 ; 9 1860 Starter (connects to power pass thru), Bag $16,636.85 
e Superior sound suppression + Large anti-static casters Equalizer Kit (no silencer hood) (ea) 

Durable fiberglass reinforced 4 i iy . Ruwac DS2720-CON 10hp Powerhouse 

composi e housi g 2 gallo collection capacity | Vac 460v with Distribution Box , HEPA $14,796.15 

i removable dustpan Filter and Bag Equalizer (ea) 
+ External filter cleaning mechanism 


he 
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SAFETY & PPE 
biii 


ProForce Sentry Gloves PRO 
Designed for protection of hands from cuts, 


scratches and abrasions when handling sharp 
and abrasive materials. 1 . 
Work applications include demolition, : | / 
t, | ae pode 
P y 


construction, remediation, abatemen 

floor removal, metal stamping, and glass 

handling. 

Features \ 

» 13-gauge gray speckled high performance "0 


HPPE shell for protection and greater cut fe 
resistance up to the wrist ` 


olyurethane palm coated for abrasion and cut 
esistance 


dexterity and flexibility for comfort throughout the day 
+ ANSI A3 cut level protection 


reathable polyurethane coated helps keeps hands cool and dry throughout 
he day 


+ Good performance in oily, wet, or dry applications 
+ Color coded wrist for easy size identification 


Item # Size Price Item # Size Price 
2651-0937 Small (dz) $73.32 2654-0930 X-Large (dz) $73.32 
2652-0938 Medium (dz) $73.32 2655-0931 2X-Large (dz) $73.32 
2653-0939 Large (dz) $73.32 
ProForce Armor Gloves PRO 
Premium level hand protection. High performance armor 


HPPE ANSI A3 cut-resistant gloves designed 
for protection of hands from cuts, scratches and 
abrasions, which are the number one cause of 
job site injuries. 
Work applications include demolition, 
restoration work, construction, cutting 
applications, sheet metal work, and handling of 


sharp-edged material and waste. 
Features 
+ 13-gauge gray speckled high- 
performance HPPE shell for protection and 
greater cut resistance up to the wrist 
+ Anti-impact Thermo Plastic Rubber (TPR) * Excellent grip performance in 
molded back of the hand, knuckles, and oily, wet, or dry applications 
fingers for excellent protection while still- Color coded for easy size 
offering high dexterity and cut resistance identification 
+ ANSI A3 cut level protection + Seamless construction offers 
+ Textured nitrile coated palm for abrasion superior breathability, comfort 
and cut resistance and fit throughout the work day 
+ Knitted wrist protects against dirt and + Tear resistant 
debris entering the glove + Washable 
| ProForce Armor Gloves 
Item # Size Price Item # Size Price 
2611-0155 Small (pr) $14.26 2615-0159 X-Large (pr) $14.26 
2613-0157 Medium (pr) $14.26 2616-0150 2X-Large (pr) $14.26 
2614-0158 Large (pr) $14.26 


ProForce Ranger Gloves 
Designed for durability and protection 
for work applications such as general 
contracting, abatement, restoration, 
warehousing, tile work, and landscaping. 
0-Gauge cotton blended shell for 
comfort and breathability in the everyday 
work environment 
+ Textured dipped blue latex palm an 
fingers offers exceptional grip 
+ Puncture resistant 
+ Curved fingers follow the natural s 
of the hand for added com 
and flexibility 
+ Good performa ere oily and light liquids are present 
+ Abrasion resistant for extra protection 


PRO 


ranger 


=s 


ape 
ort, dexterity 


ce wi 


Item # Size Price Item # Size Price 
2670-0334 Small (dz) $13.57 2651-0634 Large (dz) $13.57 
2671-0335 Medium (dz) $13.57 2673-0337 X-Large (dz) $13.57 
ProForce Sentry Sleeve 
Designed for comfort and protection for work 
applications such as demolition, professional 
maintenance, floor removal, restoration, 
abatement, and recycling and sanitation 
workers. 

+ High performance HPPE shell 

for cut protection A 

of the wrist and 

forearm 
+ ANSI A3 cut level 

protectio 
+ Provides comfort and ica aes amecnuen 

flexibility throughout the day STS ONTON EXA Pree HO OELE 

i forearm 
+ Adjustable Velcro closure for a more Universal Fit 
secure fit to protect against cuts and ° eee 
abrasions + Thumbhole for secure fit 
Item # Description Price 
2656-0932  ProForce Sentry Sleeve, Universal (pr) $1 8.10 
aF PRO 
=} (aS ‘ recon 


ProForce Recon Gloves 
Designed for flexibility and high 
dexterity in work applications such 
as general assembly, abatement 
and light-duty applications. 


Features 


+ 13-gauge breathable polyester 
shell for comfort in the everyday 
work environment 

+ Light weight polyurethane coated palm and 
fingers offer exceptional dexterity 


+ Color coded wrists for easy size identification 


Price 


$16.06 


Item # Size 


2659-0935 X-Large (dz) 


Price 
$16.06 
$16.06 


Size 


Item # 
2657-0933 Medium (dz) 
2658-0934 Large (dz) 


ProForceBlueGlovess PROFDREE 
Designed for protection and comfort for «blue 
shipping, warehousing, abatement work 
and general-purpose applications. 


ee oe Canvas 
+ 10-gauge string knit poly/cotton blend oves 

keeps your hands safe and comfortable + Standard cotton/ 
+ Heavy duty blue PVC dots allow for easy canvas 

grip when working with tools / + Knit wrist for better 
+ Light weight and breathable y À comfort 
+ Single dotted desig = TY + Clute cut 

Item # Size Price 
2660-0039 Universal (dz) $8.22 Item # Description 
a 30000 Cotton Canvas Work Gloves (dz) $16.00 d 

ProForce Delta Gloves PROFORECE 
Designed for comfort and dexterity in edelta š ; š 
work applications, including construction, Grain Cowhide Straight Thumb 
restoration, material handling, assembly, Unlined Drivers Gloves } 
automotive and oil industries. + Select grain cowhide leather ) 


+ Welted seams on middle fingers for 
added strength 
+ Color coded cotton hem for 

size identification 


Features 


+ 15-gauge Nylon and spandex shell for 
igh dexterity, comfort, and secure fit for 
he everyday working environme! 


+ Straight thumb, shirred elastic 
wrist 


+ Breathable MicroFine Foam coating helps 
eep hands cool and dry throughout the day with 
excellent grip even in oily environments 


Item # Description Price 
30077 Grain Cowhide Straight Thumb Unlined Drivers Gloves, Size X-Large (dz) $94.35 


+ Reinforced thumb crotch 


+ Color coded wrist for easy size identification 


[ey Double Leather Palm Work Gloves 
Item # Size Price Item # Size Price with safety Cuffs 


2661-0030 Small (dz) $40.15 2664-0033 X-Large (az) $40.15 4 , 
2662-0031 Medium (dz) $40.15 2670-0031 2X-Large (dz) $40.15 | 
2663-0032 Large (dz) $40.15 


NorthFlex Cold m 
Grip Winter 
Gloves 


Heavyweight, insulated with blue nylon outer 


shell and black insulating inner shell, with PVC i 

palm and full finger coating. Recommended for + Durable leather > Safety cuff provides extra 

temperatures down to -15° F. ~ Knuckle strap protection 

Item # Description Item # Description Price 

69573 orthFlex Cold Grip Winter $8.52 30055 Economy Leather Palm Work Gloves (dz) $37.14 
a a 30655 Heavy-duty Double Leather Palm Work Gloves (dz) $64.50 

69572 orthFlex Cold Grip Winter PVC On Nylon Knit Wrist Gloves, $8 52 
Size 9, Large (pr) . 
orthFlex Cold Grip Winter PVC On Nylon Knit Wrist Gloves, 

M69570 Se Medium (pr) $8.52 Brown Jersey Gloves 

A . . + Brown jersey, standard weight 
String Knit Gloves with Dots cotton/poly 
+ Natural white string kni + Knit wrist for better comfort 


+ Knit wrist + Clute cut 
+ PVC dots on both sides 
Item # Description 
30005 Men's Brown Jersey Work Gloves (dz) $13.08 


Item # Description Price 


Dotted String Knit Gloves, Two $21 50 


30018 cided Natural (dz) 


DS300 Nitrile Gloves 

The Shieldtech Defender Series Standard 

Duty 3 Mil nitrile glove is powder-free and 
latex-free, providing durability, comfort, 

d reliable protection for standard general 
rpose applications. 
owder-free / latex-free for sensitive skin 


+ Ambidextrous À 
VW Shieldtech | 


on-Sterile 
 @DEFENDER SERIES [EEIT] 


+ Textured for better grip 


"oD 


+ 3 Mil nitrile tactile sensitivity 
while offering high tensile strength 
+ Standard cuff 


Item # Description Price Item# Description Price 
2653-0648 Small (bx) $6.33 2654-0740 Large (bx) $6.33 
2653-0749 Medium (bx) $6.33 2655-0741 X-Large (bx) $6.33 
DS600 Nitrile Gloves 


Defender Series Heavy Duty 6 Mil gloves provide durability 

and comfort. Textured fingers and extended cuff add reliable 
extra wrist and forearm protection in using heavy-duty 
industrial applications and industrial chemicals. 


+ Powder-free + Non-sterile 
+ Latex-free + 100% satisfaction 
« Ambidextrous guaranteed 


lL A Shieldtech 


@DEFENDER SERIES DATTA 


DS600 Black _ DS600 Blue 


Item # Size Price Item # Size Price 
1663-1780 Small, 100/bx $14.41 90996A Small, 100/bx $14.41 
1664-1781 Medium, 100/bx $14.41 90997A Medium, 100/bx $14.41 
1665-1782 Large, 100/bx $14.41 90998A Large, 100/bx $14.41 
1666-1783 X-Large, 100/bx $14.41 90999A X-Large, 100/bx. $14.41 
1667-1784 2X-Large,90/bx $14.41 1630-8734 2X-Large, 90/bx $14.41 


Economy Flock Lined Yellow Latex Gloves 
+ Yellow natural latex 

+ 18 mil 

+ Flock lined 


+ Embossed grip on palm 
and fingers 


+ 12" length 

Item # Description Price Item# Description Price 
2669-2905 Small (dz) $12.55 1601-6558 Large (dz) $12.55 
2670-2009 Medium (dz) $12.55 2671-2000 XLarge(dz) $12.55 


PVC Gloves with 
Interlocking Lining 


Fully coated gloves protect against liquids, 
acids, and light chemicals. 


+ PVC coated 

+ Rough grip finish 
+ Interlock lining 
+ Standard black 


~ 
Item# Description Price Item# Description Price 
30091 PVC Gloves, 12" (dz) $33.75 30094 PVC Gloves, 14” (dz) 


$52.01 


Standard Duty 4 Mil Powder Free nitrile gloves 
provide a combination of both durability and 
comfort while the textured fingers and extended 
cuff adds reliable protection for standard general 
purpose applications. 


+ Extended cuff 
owder-free 

+ Latex-free to reduce the risk of allergic reactions 
+ Full textured grip for extra protection and 
performance in wet or dry environments 


+ Ambidextrous ma 


on-Sterile 
Č Shieldtech / 


@DEFENDER SERIES [BELLI] 


or extra wrist and forearm protection 


\ a 
DS400 Black 
Item # Size Price Item # Size Price 
1640-0931 Small, 100/bx $7.50 1633-8737 Small, 100/bx $7.50 
1641-0932 Medium, 100/bx $7.50 1634-8738 Medium, 100/bx $7.50 
1642-0933 Large, 100/bx $7.50 1635-8739 Large, 100/bx $7.50 
1643-0934 X-Large, 100/bx $7.50 1636-8730 X-Large, 100/bx $7.50 


Chemical Resistant 28 mil 
Blue/Yellow Latex Gloves 


+ 13 inch length is longer than 

added protection 

ical, cost-saving optio 

ed palm and curved fingers for a soft, 
comfortable fit 

+ Soft flock lining absorbs perspiration and feels 
comfortable while exposed to solvents 

+ Raised diamond pattern provides a better grip in 
handling wet or dry areas 


ost other gloves for 


Item # Dscrp Price 
30471 Size Med (dz) $39.94 
30472 Size L (dz) $39.94 Packed 12 
Per Box 
30473 Size XL (dz) $39.94 


Green Nitrile Chemical Gloves 

+ Diamond finish palm for safer + Chemical resistant 
handling of wet objects + Diamond-shaped cuff 

+ Excellent snag, puncture, + Elastic strap 


abrasion, and cut resistance < 11 mil thickness 
+ Embossed grip > 13” length 

Item # Size Price 
1683-9185 Nitrile Unlined, Small 07 (12/dz) $22.50 
1688-9180 Nitrile Unlined, Medium 08 (12/dz) $22.50 
1604-6551 Nitrile Unlined, Large 09(12/dz) $22.50 
1605-6552 Nitrile Unlined, X-Large 10 (12/dz) $22.49 
1603-6550 Nitrile Unlined, 2X-Large 11 (12/dz) $22.49 
30559 itrile, Flock Lined, Large (12/dz) $27.66 
30560 itrile, Flock Lined, X-Large (12/dz) $27.66 
30561 itrile, Flock Lined, X-Large (12/dz) $27.66 


+ Compatible with all North cartr 


+ Hard-coated, polycarbonate le 


+ Soft, lightweight elastomeric full facepiece 


+ Soft, pliable full facepiece seal offers a secure fit 


idges and filters (cartridges not included) 


is scratch resistant, provides a wide field of vision, and protects against flying particles 


Item # Description Price 
52550 North Dual Cartridge Elastomeric Full Face Respirator, Medium/Large (ea) $1 56.79 
52551 North Dual Cartridge Elastomeric Full Face Respirator, Small (ea) $156.79 
MSA Advantage 3200 
d The Safety Company 
Full Face Respirator 
P + Full face respirator features state-of-the-art 
7600 Series Full design to lower breathing resistance, and preset 
Facepiece Respirator NORTH) pper straps make put on/take off easy 
Features a dual flange sealing area for improved + Sc atch-resis a wraparou d faceplate allows 
fit and comfort, and a five strap suspension. The or wide field-of-vision 
nose cup and face seal are 100% silicone. + Hand-replace components in seconds 
oe Superior fit, comfort and + Pre-adjustable straps deliver a consistent fit, 
Te Abily ime after time 
A T a diaphragm + Preset upper straps prevent uncomfortable snags 
that he ps amp iy MOER conversations during donning and doffing and provide a tighter, 
when directions, warnings and other A ate scire 
communication must be heard by others. Hard © 
coated polycarbonate faceshield offers a wide 200 degree "m Item # Description Price 
field of vision. 52565 MSA Advantage 3200 Full Facepiece Respirator, Rubber Harness, Medium (ea) $264.90 
+ Can be adapted to a PAPR and + Wide sealing area 52566 MSA Advantage 3200 Full Facepiece Respirator, Rubber Harness, Large (ea) $264.90 
a continuous flow supplied-air + Latex-free 
respirator + Chin cup helps to position the 
+ Lens offers 200 degree field of facepiece properly MSA Advantage ` 
vision, plus downward view Cartridges and Filters The Safety Company 
Item # Description Price a, (sy 
52490 North Dual Cartridge Elastomeric Full Face Respirator, Medium/Large (ea) $327.30 $ 
=g < = 
š 52540 > 52583 52538 ~ = 52539 
RU6500 Series Item # Description Price 
Full Facepiece 52540 Low Profile P100 Filter (2 per pack) $15.03 
Respirator 52583 _GMEPIOO Cartridge (2 per pack) $37.35 
A silicone full facepiece compatible with the N 52538 GMAP100 OV Cartridge (2 per pack) $36.17 
Series filters and cartridges. 52539 GMC OV/AG/P100 Cartridge (2 per pack) $36.18 
+ Polycarbonate lens, with 200° field of vision: 
maximizes peripheral vision plus downward MSA Advantage 200 
view; meets ANSI Z 87 for high impact Half Face Respirator MSA 
+ Silicone facepiece seal: soft and flexible, providing (arene fficient 
workers with a comfortable fi EWR tostzemcien 
+ Lightweight design: reduces head and neck stress for the worker ~ Thermoplastic rubber increases 
j i ; softness and decreases 
+ Innovative head strap system: quick and easy donning and doffing weight 
+ Threaded cartridge connector: Secures cartridges and filters; can be adapted to + Multiflex system equalizes 
PAPR or CF-SA facial pressure 
+ Choice of 5-pt harness or nylon mesh headnet < AnthroCurve™ conforms to 
Item # Size Price Item # Size Price each user's face 
Aegis powered by Honeywell, 5pt Head Aegis powered by Honeywell,, Mesh 
Harness, Silicone Seal and Nose Cup Headnet, Silicone Seal and Nose Cup Item # Description Price 
1619-2092 Small (ea) $199.74 1614-2198 Small (ca) $213.65 52580 MSA Advantage Half Face Respirator, Single Neck Strap, Small (ea) $24.00 
1618-2091 Medium(ea) $199.74 1612-2196 Medium (ea) $213.65 52581 MSA Advantage Half Face Respirator, Single Neck Strap, Med. (ea) $24.00 
1617-2090 Large (ea) $199.74 1610-2194 Large (ea) $213.65 52582 MSA Advantage Half Face Respirator, Single Neck Strap, Large (ea) $24.00 


7700 Series Silicone 
Half Facepiece 


Black, latex-free, silicone 
alf-face respirator with 
osecup. Strategically placed 
exhalation valve, and minimal 
dead air space that 
improves worker 
comfort by limiting 
re-breathing. Can be adapted to 
APR or supplied air. 


KAN 


=) 


j 5500 Series Half-Mask 


Item # Description Price 
52471 7700 Series Half Facepiece Respirator, Medium (ea) $35.05 
52472 7700 Series Half Facepiece Respirator, Large (ea) $35.05 
52473 7850 P100 Particulate Filter (2 per pack) $9.62 


PR500 Series Lightweight 
PAPR Assembly 
Mask-mounted PAPR and belt-mounted battery 
pack and blower/filter assembly ride comfortably 
on the wearer's hip, taking the 
weight off the facepiece. 
Silicone full facepieces 
are available for mask- 
mounted sizes. 
+ Front mounting 
alternate optio 
+ Flexibility o 
converting from APR 
PAPR in three different mask sizes 
+ Ideal for only High Efficiency Particulate 
HEPA) protection 
+ Lightweight unit will not slow worker 
efficiency 
+ Water-resistant battery pack is contoured for better fit 


Assembly includes: RU6500 Facepiece 
with 5-point headstrap, battery, blower, 
battery charge 


Item # Description Price 
1678-3324 PRSO1S Front Mount PAPR Assembly, Small (ea) $495.00 
1679-3325 —PRSO1M Front Mount PAPR Assembly, Medium (ea) $495.00 
1669-3727 PR501L Front Mount PAPR Assembly, Large (ea) $495.00 
52601 PAPR HEPA High Efficiency Filter 108044 (ea) $11.90 

Powerflow™ 
Powered Air 
Purifying 
Respirator (PAPR) 


Easily decontaminated 

e Minimum 4 cu. ft. 115 liters 
air/minute 
+ Lightweight, compact, mobile 
Rechargeable nickel cadmium 
battery pack 

+ Up to 8 hours continuous battery use 
+ Powered-air constant flow, mask- 
ounted motor/airflow uni 


ae 


Item # Description Price 
52481 Powerflow PAPR Assembly, Medium (ea) $671.61 
52480 SP3 High Efficiency Filter (ea) $19.85 


EE 


Respirator 


Large half-mask type black facepiece made 
of extremely soft non-allergenic 
elastomer for comfort and fit. Low 
dead air space improves worker 
assistance by limiting exhaled air 
re-breathing; facepiece provides a 
contoured sealing flange to eliminate 
discomfort from facial nerve pressure 
points. Compatible with all North 
cartridges and filters (cartridges not 
included). 


~ 

~ 
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Item # Description Price 
52484 5500 Series Half-Mask Respirator, Medium (ea) $18.60 
52572 5500 Series Half-Mask Respirator, Large (ea) $18.60 


3M™ Full Facepiece 6000 
Series, Reusable 
+ Lightweight and well-balanced with a 


silicone facepiece that enhances comfort 
and durability 


+ Large, hard-coated lens that shields eyes 
and face with wide, unobstructed view 


+ Large, scratch-resistant lens offers 
excellent visibility 


+ Adjustable elastic straps 


Item # 
52371 


Description Price 


$188.32 
$188.32 


d PJAN 3M" Half Facepiece 6000 
a | 740 Series, Reusable 


6000 Series Full Facepiece Respirator, Medium (ea) 


52372 6000 Series Full Facepiece Respirator, Large (ea) 


+ Comfortable and soft lightweight facepiece with easy-to-adjust head straps 
+ Can be disassembled, cleaned, and reused 

+ Head harness cradle suspension is designed for a comfortable fit 

+ Lightweight elastomeric material for comfort during long periods of work 

+ Low profile design minimizes interference with field of view 

+ Twin filter design provides lower breathing resistance 


Item # 
52267 


Description Price 

$17.40 
$17.40 
$17.40 


6000 Series Half Facepiece Respirator, Small (ea) 


52268 6000 Series Half Facepiece Respirator, Medium (ea) 


6000 Series Half Facepiece Respirator, Large (ea) 


Particulate Respirator 
8210, N95 


+ Adjustable nose clip 


| m A © 

Msj a» 
Aegis N95 Particulate 

Respirator 


+ Two-strap with dual point 
attachment for secure fit 


+ Reduces heat build-up by 5.5° F 


Item # Description Price 


N95 Particulate Respirator 
52200 o/y) $24.49 


x 
™ 
3M™ Cartridges and Filters : 
flee a Item# 52398 i ee 
Description PR Description f + Sturdy, comfortable fit 
2091 Particulate Filter, VO 60921 Organic Vapor + NIOSH approved 


l Cartridge/Filter P100 + Soft foam nose for extra comfort 
Price $9,31 (2 per Pack) Price $32.25 (2 per Pack) + Double elastic comfort fit straps 


+ Adjustable aluminum nose bridge for a more secure fit 


Item# 1607-3722 
Description 


Item# 52265 o. 
Description Item # Description Price 


7093 P100 Hard Shell 6001 Organic Aegis N95 Respirator with Exhalation Valve, Comfort Fit Nose 
Particulate Filters (2 per Pack) Vapor Filter 1665-5223 Bridge, NIOSH, 10/Box $17.65 
Price $9,47 (2 per Pack) Price $14.80 (2 per Pack) 1669-5227 Aegis N95 Respirator Comfort Fit Nose Bridge NIOSH. 20/Box $19.64 


Item# 52396 


Description 
60926 Multi-Gas Vapor 


Item# 52365 4 


Description 
Organic Vapor - Acid Gas 


North Cartridges and Filters 


Cartridge/Filter, P100 P100 Vapor Cartridge/Filter Item # 62492 — Item# 62493 
Price $32.42 (2 per Pack) Price $33.88 (2 per Pack) Description Description 
Organic Vapor Organic Vapor - 
Cartridges/Fitter, Acid Gas Cartridge/ 
Low Profile, P100 Filter, Low Profile, 
P100 (2/pack) 


Price $27.30 (2 per Pack) 


Price $31.66 (2 per Pack) 


Item # 62507 ——4 


Description Q -Y 
Defender Organic < 
Vapor-Acid Gas- K Ss 


Item # 52573 


Methylamine- 

Ammonia-Formaldehyde, Cartridge/Filter, Low Description 

Profile, P100 Pancake Flexible Low Profile Filter, P100 
Don't see it here? Price $31.92 (2 per Pack) Price $8.76 (2 per Pack) 


Item # 62491 
Description 


Call us for solutions! Item# 52473 SIT, 


Description as 


Organic Vapor 7580P 100 P100 
Cartridge, Low Profile Particulate Filter 
Price $16.60 (2 per Pack) Price $9,62 (2 per Pack) 


Scan to sign up 
i: spe als 
email or text 


oise-induced 


For more information, contact an Aramsco account 
representative, or visit Aramsco.com 
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Aegis is600 Sport Goggle 
Two-in-one sport goggle with 
removable headband and 
foam padding for tight fit. UV 
Protected. 


+ anti-fog 

+ foam lined 
+ black frames 
+ head strap 


Standard/Approvals: 
ANSI Certified 


Item # Description 


1604-3729 


Price 


1604-3729 a4 Strap (ea) 


Aegis is600 Sport Goggle, Clear Lens, Anti-Fog Foam Lined Black Frame, w/ $6 04 


1669-8122 34 Strap (ea) 


Aegis |s600 Sport Goggle, Gray Lens, Anti-Fog Foam Lined Black Frame, w/ 


$6.04 


Aegis is500 
+ UV protection and anti-fog 
coating 


+ Sporty, comfortable and 
lightweig 


+ ANSl-standards compliant 


41449 
Item # Description Price — 
41443 Aegis is500 Clear Lens w/Black Frame (ea) $4.69 
41444 Aegis is500 Gray Lens w/Black Frame (ea) $4.69 41444 
41449 Aegis is500 Mirror Lens w/Black Frame (ea) $5.21 
Aegis is350 A 
Flexible, non-slip ——— A 
temples, with soft, % AEGIS 
clear nose pads. t 


Polycarbonate lens for 
impact resistance, with 
anti-fog coating. ANSI- 


standards compliant. 
Oa 


+ 


41475 


} 
Aegis is300 J se os ` 
Lightweight wraparound < . 
frame for peripheral —_ AEGIS 
protection. Impact 
resistant poly-carbonate 


lens; UV protection; ANSI- 
standards compliant. 


x 


41487 


Item # Description Price Item # Description Price 
Clear Lens w/Clear Amber Lens w/Amber 
41462 Frame (ea) $2.70 41486 Frame (ea) $2.75 
Gray Lens w/Black Clear Lens w/Clear 
41484 Frame (ea) $2.70 41487 Frame (ea) $5.40 
Mirror Lens w/Black 
41485 Frame (ea) $3.21 
A 
AA : 
AEGIS 


+ Indirect-vented splash 
protection 

+ Anti-fog polycarbonate, 
wrap-around lens 


+ Sleek, sporty, low-profile 
style 


+ Economical 
Item # Description Price 
A98958 Aegis GSV Goggles (ea) $3.70 
AEGIS 


Item # Description Price i i . . 
= + Over-the-glasses style with anti-fog + Polycarbonate lens for impact resis- 

41475 Aegis is350 Clear Lens w/Black Frame (ea) $2.82 coating, tance and UV protection. 

41476 Aegis is350 Gray Lens w/Black Frame (ea) $2.82 Item # Description Price 
41478 Aegis is350 Amber Lens w/Black Frame (ea) $3.26 A98960 Aegis is150 Clear Lens w/Clear Frame (ea) $2.29 
Aegis is200 ar Aegis GS Goggle 2 as 
Adjustable and © e Indirect-vented splash Vi ~——— : 

; f AEGIS . ~ - 
comfortable, with aN ) protection | T- U 
impact-resistant y WV + Fits over most prescription — b 
polycarbonate lens. á lenses f 4 
Item # Description Price + Anti-fog coating a 

1655-3620 Aegis is200 Clear Lens, Black Adjustable Frame (ea) $2.72 Item # Description Price 
1656-3621 Aegis is200 Gray Lens, Black Adjustable Frame (ea) $2.74 40035 Aegis G5 Goggle (ea) $3.88 
Aegis is400 Safety Glasses any description 


Adjustable, anti-fog glasses with polycarbonate 
lens providing impact resistance and UV protection. 
+ Economical and comfortable protection 

+ Adjustable temples for perfect fit 

+ Anti-fog coating 

+ Compliant with ANSI standards 


41450 Clear Lens, Black Frame (ea) 


41454 Clear Lens, Blue Frame ea) 


41451 Gray Lens. Black Frame (ea) 


41452 Mirror Lens, Black Frame (ea) 


41453 Amber Lens, Black Frame (ea) 


among 
well's line of 


-_~ : : 
y~CS S For more information, contact an Aramsco account 
A N representative, or visit Aramsco.com 
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Rubber Slush Boots 


+ 17" length 

+ Fabric lined 

+ Top strap and buckle 
+ Bar-tread outside 

+ Over-the-shoe style 
+ Slip resistant 


First Aid Kits 9 =KERONTLINE 


+ Easy-open latch and compact 


design for easy storage REEE 
r : RAS 
+ Suitable for offices, vehicles, First Ald Kit 
or job sites — 
+ Compact and portable 
-romowr.se_| 


ANSI Regul d OSHA VEN 
egulation an 
Compliant Kits also Available a 


Item # Description Price 
Item Size Price Item Size Price ltem Size Price A74446 First Aid Kit, Plastic Case, 10 person (ea) $23.39 
10007 8 $42.86 10011 11 $42.86 10015 15 $44.14 40171 First Aid Kit, Plastic Case, 25 person (ea) $25.52 
10008 9 $42.86 10012 12 $42.86 10016 16 $44.14 40273 First Aid Kit, Metal Case, 50 person (ea) $86.47 
10009 10 $42.86 10013 13 $42.86 10017 17 $4414 H 
n ll 
10010 11 $42.86 10014 14 $42.86 Max-1 and Max-30 o a dnb 


ONLY \ s 
a $1763 Yellow Latex i 


Boot Covers 


— 


hese 15” latex rubber boot covers have a textured sole to l 
educe slipping, are completely waterproof, and 

re made specifically for flood work, hard 

rface cleaning, or anywhere wet 

et might be a problem. 
Designed to fit over 
xisting shoes: simply 

oll on and off. Durable 
enough to be reused, and 
affordable enough to be disposable. (Available 50 pairs per case.) 


on 


Te 


Ss 2 


Item # Size Price Item # Size Price 
10240 Medium (pr) $7.63 10244 2X-Large (pr) $7.63 
10241 Large (pr $7.63 10245 3X-Large (pr) $7.63 


10243 X-Large ( $7.63 


FF-1 Uncorded Firmfit Earplugs Honeywell 
Single-use, soft for wear-time comfort. Easy insertion ele 
and slow recovery increases compliance, and 

warning-orange color eases checks. SNR 37dB in most 
medium-to-high noise environments. 


Item #: 1629-1751 


Description: FF-1 Uncorded Firmfit 
Earplugs, (200 pr/box) 


Price: $32.43 (box) 


DuPont TY122S Tyvek° Coveralls 


New comfort-fit coverall with zipper front, boots, elastic hood and wrists. 
Features and uses include: 

+ Greater range of movement 

+ Improved mobility with more room throughout the back 

ore tailored fit and better overall comfort 
+ Longer zipper extends to chin for complete coverage of neck area; provides easier 


donning and doffing 
+ Elastic opening for tighter fit at wrist 
+ Attached respirator-fit hood with elastic around face opening 

+ Reinforcement in high stress areas for few blowouts 

+ Excellent abrasion resistance; stops particles down to one micron 


LEIGHT 


Earplugs 
+ The world’s most-used 
polyurethane foam earplug 


+ Bell shape delivers maximum 
in-ear comfort 


ba 


Item# Description Price 

40650  Max-1 Uncorded Earplugs (200 pr/bx) $43.88 

40651  Max-30 Corded Earplugs (100 pr/bx) $41.46 
Disposable Ear Plugs 


Disposable, one-size-fits-all, lightweight foam ear 
plugs for constant or high noise-exposure settings. 


Soft non-irritating PU foam material for 
comfort and ease of use 


Item # Description Price 


Corded Disposable Ear 
11833 Plugs (100 pr/bx) $31 01 


Uncorded Disposable 
41832 Ear Plugs (200 pr/bx) $34.78 


y ° «DUPONT» 


Item # Size Price 


White Bound-Seam Coveralls with Boots, Hood, 
| Elastic Wrists, and Ankles (12/cs) 


50141 Medium (25/cs) $255.07 

| | 50142 Large (25/cs) $255.07 

; 50143 X-Large (25/cs) $255.07 

| 50144  2X-Large (25/cs) $270.44 

A } 50145 3X-Large (25/cs) $286.64 
h K } 50160 —4X-Large (25/cs) $309.59 
i 50161 X-Large (25/cs) $334.34 


Shieldtech 25 Tri-Tuff 
Multi-Layer Coveralls 


White Coveralls with Hood, Elastic Wrists and Ankles (25/cs) 


Item Size Price Item Size Price 
+ Rugged, heavy weight, 3-layer construction provides 50801 M $100.45 50805 3x1 $122.75 
excellent strength and durability a L $110.20 soss x $133.43 
+ Unique design provides protection from particulate and light 
splash 50803 xL $110.20 50807 5x $135.71 
+ Breathable for all day comfort 50804 2XL $115.13 
Durable and strong to prevent tear-outs 
+ Full cut pattern for comfortable fit White Coveralls with Hood and Boots, Elastic Wrists (25/cs) 
+ Generous pattern design meets ANSI sizing specifications item Size Price item Size Price 
anufactured in an ISO 9002 facility 50877 M $116.58 50811 3XL $125.21 
50878 L $116.58 50812 4X $133.82 
@Shieldtech25 50809 XL $116.58 508313 5X $143.01 
aad 50810 2XL $116.58 50814 6 $154.22 
Lakeland ChemMAX™"2 MP T Shieldtech 10 
Saranex® Coveralls Heavyweight 
The unparalleled strength and softness 4 Polypropylene Coverall, 
of ChemMAX 2 features Dow Saranex® x with Hood & Boots 
23-P film on two layers of a unique General-purpose protective coveralls 


bi-component spunbound nonwoven 
substrate. 


(Lakeland 


Item # Size Price Item # 


Size 


Price 


White Bound-Seam Coveralls with Boots, Hood, Elastic Wrists, and Ankles (12/cs) 


that provide both liquid splash and 

particulate protection. An economical 

choice in providing protection in dirty work 
environments. 

+ Breathable polypropylene construction 
makes these coveralls cool and 
comfortable 

+ Generous pattern design meets ANSI 
sizing specs 


= 


Manufactured in an 1S09002 registered facility 


A93317 Small (12/) $226.32 A85024 2X-Lage(12/s) $266.73 ` Shieldtech 10 Heavyweight Polypropylene Coveralls, with Hood & Boots 
A93318 Medium (12/c) $245.67 A80525 3y-Large(12/cs) $280.06 Item Description Price Item Description Price 
A93319 Large (12/cs) $257.96 A85026 4X-Large (12/⁄) $294.08 53009 Large (25/cs) $64.91 50030  3X-Large (25/cs) $67.50 
A93320 X-Large (12/cs) $254.01 A89625 5X-large (12) $308.77 53010 X-Large (25/s) $64.91 53011  4-Lage (25/) $70.58 
White Heat-Sealed Seam Coveralls with Boots, Hood, Elastic Wrists, and Ankles (6/cs) 51030 2X-Large (25/cs) $64.91 53143 5X-Large (25/cs) $73.06 
A96060 Large (6/cs) $203.29 A96064 3X-Large (6/cs) $256.45 
A96061 X-large (6/s) $214.07 A96065 Ax-lange (6s) $251.60  Shieldtech55 
A96063 2X-Large (6/s) $244.25 96066 5X-large (6s) $281.63 Poly Coated 

Chemical Coveralls 


Shieldtech 30 Microporous 
Film Coveralls 


Shieldtech 30 are general-purpose 
protective coveralls that provide both liquid 
splash and particulate protection. 


ade with economical and lightweight 

material, Shieldtech 30 coveralls are designed 
for breathability and user comfort. Strong and durable, 
e microporous fi 
dry—as well as protection from 


eets ANSI/ISEA 101-1996 sizi 


= 


@ Shieldt 


m provides protection—both wet and 
blood borne pathogens. 


g standards. Manufactured 


ech30 


in an ISO 9002 registered facility. 
Description 
Shieldtech 30 Heavyweight Polypropylene Coveralls, with Hood & Boots 
Item Description Price Item Description Price 
53099 Medium (25/cs) $138.98 53102 2X-Large (25/cs) $138.98 
53100 Large (25/cs) $138.98 53103 3X-Large (25/c) $150.50 
53101 X-Large (25/cs) $138.98 53104 X-Large (25/cs) $160.23 


+ Entry-level chemical protection 


+ Softer and quieter material for all 
day wear 


+ Liquid resistant 
+ Serged seam construction 
+ Meets ANSI sizing specifications 


G Shieldtech55 

Item # Size Price Item # Size Price 
Shieldtech 55 Yellow Coveralls, Serged Seam, with Hood, Elastic Wrists and Ankles (25/cs) 
53090 Small (25/cs) $186.55 53094 = 2X-Large(25/cs) $195.85 
53091 Medium (25/cs) $186.55 53095 3X-Large (25/cs) $207.61 
53092 Large (25/cs) $186.55 53096 4X-Large (25/cs) $223.21 
53093 X-Large (25/cs) $186.55 53097 5X-Large (25/cs) $245.54 
Shieldtech 55 Yellow Coveralls, Serged Seam, with Hood and Boots, Elastic Wrists (25/cs) 
53075 Medium (25/cs) $218.57 53078 = 2X-Large (25/cs) $229.48 
53076 Large (25/cs) $218.57 53079 3X-Large(25/cs) $243.29 
53077 X-Large (25/cs) $218.57 53080 4X-Large (25/cs) $261.52 


Lakeland Pyrolon® Plus 2 Flame Retardant Coveralls . 


with all the essential 
features, distinct advantages, and assurances 
of protection that only quality design and 
materials can deliver. Thermal-mannequin 
according to ASTM F1930. 


d generation Pyrolon® Plus 2 

offers wet or dry strength superior to 

hat provided by other traditional Flame 

Resistant disposables 

+ Can be used to comply with Section 5.1.3 

“End User Requirements” of NFPA 2113. 

+ Pyrolon® Plus 2 is breathable, making this a 
cool and comfortable garment to wear. 


Limited-use garmen 


= 


Item # Size Price 


Blue Pyrolon Plus 2 Coveralls with Boots, Elastic 
Hood and Wrists (25/cs) 


1687-1966 X-Large (25/cs) $289.18 ae 
A83691 2X-Large (25/cs) $304.21 : 

A80477  3X-Large (25/cs) $320.86 & : X 
A928771  4X-Large (25/cs) $326.05 

1663-0600 5X-Large (25/cs) $341.44 Lakeland 


Shieldtech 20 Coverall 
with Hood and Boots 


Shieldtech 20 coveralls are constructed 
of spunbound outer layers for tearing 
and abrasion resistance, and with an 
inner layer of melt blown polypropylene M 
fibers that provide protection from 
particulate. 


+ Breathable for all day comfort 


+ Generous pattern design meets ANSI 
sizing specifications 

factured in an ISO 9002 
registered facility. 


Item # Size Price 


White Coverall with Hood and Boots, 
Elastic Wrist 

2615-2809 Sm/Med (25/cs) $120.71 
2616-2800 Lg/XL (25/s) $120.71 
2617-2801 2X-3X(25/) $120.71 


2618-2802 4X-5X(25/s) $131.05 


ONLY 


oe covers are both water-and chemical-corrosion 
culate material is needed to protect against splash. 


er, Blue Shieldtech Basics 
are excellent for 


These s 
a low-parti 
In addition to not running or bleeding when exposed to wa 
Protective Shoe Covers are textured for grip, are lint-free, an 
containing moisture and dirt from street shoes. 
+ Ankle-hi 
+ Machine-made elastic band for secure yet 
comfortable fit around the shoe 
+ Superior liquid resistance 


a 


+ Economical 


a 


slip-on with elastic top 


oO 


+ Disposa 
+ Manufac 


+ Bagged 


Item # Description 


y s025 Shieldtech Basics Protective Shoe Covers L 


esistant, and are an economical alternative when 


ured from a low density CPE* film 
in a stringently clean environment 


Constructed of blue medium weight CPE film making 
them water-resistant, excellent for containing 
moisture and dirt from street shoes, and resistant to 
chemical corrosion. 


e An economical alternative 
when a low-particulate 
material is needed to 
protect against splash 


+ Textured for excellent 


grip , 
+ Disposable ý Shieldtech 
Item # Description Price 
2698-1771 Shieldtech 200 Series Shoe Covers, Blue, CEP, Size Standard (50/pk) $23.43 
2699-1772 Shieldtech 200 Series Shoe Covers, Blue, CEP, Size XL (50/pk) $26.24 


Polypropylene Shoe 
Covers 

e Non-slip tread 

+ 100% polypropylene construction 
+ Elastic top for a secure fit 


Item# Description Price 
Polypropylene Shoe 
51020 Cover (150 pr/cs) $34.96 


Shieldtech 300 Protective Shoe Covers 


White, water-resistant heavy-duty CPE film 
construction, excellent for containing moisture asa 
and dirt from street shoes. Resistant to i 
chemical corrosion, and textured for 
excellent grip. 
An economical alternative 4 Shieldtech 
when a low particulate d ~ 
aterial is needed to protect 
against splash. Ankle-high slip-on with + Superior liquid resistance 
elastic top. Hand-made elastic band gives secure. Economical 
yet comfortable fit. » Disposable 
Item # Description Price 
2690-1874 Shieldtech 300 Series Shoe Covers, White, Size Standard (50/pk $30.07 
2692-1876 Shieldtech 300 Series Shoe Covers, White, Size XL (50/pk $33.67 


® 
2 


4 
Cc 


Y 


>, 


Shieldtech 


BASICS 


Price 


2696-1779  Shieldtech Basics Protective Show Covers, Green, Universal Size (50 pair per pack) 


* Compressed 65% Low Density Polyethylene (LDPE) + 35% Light 
Low Density Polyethylene 


$9.35 


SAFETY & PPE 


HONEYWELL 
MILLER TITAN™ II 
T4000 

HARNESS 


The Miller Titan™ II T4000 harness offers enhanced 
adjustability for improved comfort - featuring mating 
buckle leg straps and light, strategically-placed padding. 


Honeywell AUTHORIZED 
MAILLER | DISTRIBUTOR 


For more information, 
© 2019 Honeywell International Inc please visit safety.honeywell.com 
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Start 2025 off right! Join 
\ SSS OG Aramsco (and all your 
N T favorite vendors) for NeXus 
2025 at Paris Las Vegas! 


Whether it's your first time, 
or you've attended before, 
you re sure to benefit! 


> Create new connections! 
> Learn about new products! 


> Start 2025 off with a bang 
with fun, networking, and 
knowledge that will last 
throughout the year! 
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Syclone HEPA Air Scrubber 


High-efficiency air filtration in a highly 
portable unit, the Syclone HEPA Air Scrubber 
is designed with advanced 2-stage filtration 
technology. The Air Scrubber is daisy-chain 
capable, and you can link up to five units 
on one power outlet. It’s also stackable, 
lightweight and easily transportable! 


+ Restoratio 


Healthcare, 
+ Dus Hospitals, etc. 
+ External Ducting + Education Facilities 
+ Abatemen ean Rooms 


-eC 
+ Air Scrubbing -And many more 
+ Ventilatio aga 
+ Duct Cleaning Po] 


Item # Description 


SYCL NE 
restoration, healthcare, and clea 
rooms are only a few applications 


for the new Novair 700 portable 
air filtration unit. 


+ More power: the most powerful 


+ Low power requirements: Drawin 
o three units. The built in GFCI outlets allow for safe and effective operation. 


1672-7671 Red HEPA 400CFM Negative Air/Scrubber Machine With Filters (ea) 


ediation, air scrubbing, 


eller driven variable spee 
adjustment, capable of delivering 
200-700 CFM and dramatically 
increases filter life. 


l Novatek Air Machine, Novair 700, F0700 


+ Versatility: at home in applications ranging from 

asbestos removal, restoration projects, airborne pathogens and medical uses. 
e quick-release intake door accepts MERV, carbon, and standard dust filters. 
tegrated nesting allows for the stacking of multiple machines. 


6"x 16" x 3" high capacity HEPA filter. 


g only 3 amps, the 700 can be daisy chained up 


Item # Description Price 


1682-7077 Blue HEPA 400CFM Negative Air/Scrubber Machine With Filters (ea) 


1686-2979 Novatek Air Machine, Novair 700, F0700 (ea) $1,195.00 


Syclone Black CFM 
Negative Air Machine 


Designed for indoor use and to provide the most 
efficient air filtration with three stages of filtration 
including a stage with HEPA (High Efficiency 
Particulate Air) filtration, that can remove 99.97% 
of particles 0.3 micron or larger from the airstrearr 
99.97% efficient with a EEIN filtration si 


SYCLQNE 


https://azte. 


Item # Description 


1652-7968  Syclone Black CFM Negative Air Machine (ea) 


Dri-Eaz Defendair HEPA 700 Air 
Scrubber & Negative Air Machine 


his streamlined unit delivers quiet 
owerful 
water and fire damage restoration, 


275-700 CFM air filtratio 


old remediation and construction 
residential, industrial, education 
c 


3 


er particulates - and 


DOP standards. Optional Activated Carbon 
Filter adsorbs odors and noxious fumes. 


ial and institutional settings. 
vanced HEPA filtration removes dust, 
0 


| DRIEAZ | 


AND 


1 


eets 


Remotely monitor and control using built-in 
Command Hub technology. 


Item # 


Description 


2649-1389 — DefendAir HEPA 700 Air Scrubber & Negative Air Machine (ea) $1,297.00 


Phoenix™ R500 Compact HEPA System 


The Guardian® delivers a maximum 500 CFM of H 
Perfect for a variety of remediation projects where spa 
hour (the recommended minimum) on a 7500 cubic foot room 


two amps of power. 
power are at a premium. Provides four air changes per 


(more than 30 x 30x 


+ Compact desig + Opti and potassium permanganate 
+ Variable speed flow bl 
+ Multiple ducting option -L zone 
+ Tough, rotomold cabinet + 30% more filter media maximizes filter life 
«On board duplex GFCI and circuit breaker * T ration with 2-stage filtration design 
Item # Description Price 
A98334 Phoenix R500 Compact HEPA System (ea) $1 | 92.00 


PHOENIX 


Scan to sign up for special deals via email or text 


ws Mini Air 
Mover with GFCI i 


Despite its small size, the Omni Dry™ 
Mini is one of the most economical, 
powerful, energy-efficient and ETL 
Certified mini air movers on the market. 


This machine can quickly dry areas 
where larger air movers don't fit: crawl 
spaces, under counters, inside cabinets 
or closets and more. 

Item Description Price 


1626-  OmniDry Mini Air Mover 
6924 with GFCI, Blue (ea) $123.65 


1627-  OmniDry Mini Air Mover 
6925 with GFCI, Red (ea) 


Low Profile 1.9 Amp Airmover 

+ Four operating positions for 
maximum flexibility 

+ Stackable 

+ Ultra-low amps 

+ 4-positions for more versatility 

+ Design allows for a low initial 
pressure drop, extending the life 
of the prefilter 

Item Description Price 

cell (SM mors $270.96 

1565 AMP Amor fedea) $270.96 


Dri-Ea Sahara Pro X4 

Turbo Dryer Air Mover 

+ Variable speed control with 
rotary dial 

+ Daisy-chain capability with 
convenience outlet and 
circuit breaker 

+ Stacks vertically for storage 

+ Underside 
drying vent 
eliminates 
wet spots 


$123.65 


> 
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Item Description 


httpsu/azte.c 


Dri-Eaz Velo Air Mover 


The Velo's broad-path high bea 
Ss 


velocity airflow drives 
amazing results — from an air 
mover that’s half the height of 
snail shell units and draws 
just 1.9 amps. 


| DRIEAZ | 
Item l Description Price 
1673-0133 Dri-Eaz Velo Air Mover (ea) $385.00 
1634-0566 Dri-Eaz Velo PRO Air Mover (ea) $451.00 
Phoenix™ AirMax Radial Air Mover wh’ 
PHOENIX 


Compact 20 2” X 17” footprint 
and 8" height make this the 
most compact and portable fan in 
its class. Rugged molded handle ii 
gives the solid control required i 
when packing and unpacking 
ots of air movers. Easy- 
winding cord wrap and multiple 
securement options prep for 
ransport a snap. Deeply-molded 
interlocking features make the AirMax rock 
solid when stacked for transport. 


Financing Avail 
https://azte.c 
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Item Description Price 
1614-2782 Phoenix AirMax Radial Air Mover Red (ea) $379.00 
Sti 1669-3208 Phoenix AirMax Radial Air Mover Blue (ea) $379.00 


httpsi//azte 


OmniDry Airmover with GFCI 

+ 2-Speed, balanced airflow for quieter 
operation 

+ Lightweight and compact 

+ Linear Low Density Polyethylene 

LLDP) housing is washable, and 

chemical resistant 

+ Daisy chain 

+ Exceptional air-flow 

+ 2.9 amps on High, 1.9 amps 

on Low 

+ Units nest for ease of stacking 


1 year warranty | 
5 year warranty on 
the housing 


an- 


2641-1482 OmniDry Mini Air Mover with GFCI, Red (ea) 


Item Description 
Price 1630-1487 Blue OmniDry AC25A Airmover, 2.9AMP 2-Speed, with GFCI (ea) $232.13 
$234.09 1656-1680 Red OmniDry AC25R Airmover, 2.9AMP 2-speed with GFCI (ea) $232.13 


Ask your Aramsco Account 
Manager for more information 


Scan here 


NILFISK 


Omni Dry™ Flexidry Wall Drying System 


The all new Flexidry makes it faster and easier to dry wall cavities. The Flexidry 
comes with eight reinforced openings that are spaced 16” apart to match stud 
cavities. The 34” hose barbs and rubber hoses are user replaceable and can be 
customized to fit the particular drying situation. 


One Flexidry covers an 8-foot section of wall and you can connect up to five 
Flexidry’s for runs down long hallways or walls. The Flexidry can even bend around 
corners. The universal cinch-tight opening will accept any centrifugal airmover or 
E-TES. The cinch-tight opening uses industrial Velcro straps to cinch around the 
airmover opening, reducing airflow loss and keeping the Flexidry firmly locked in 
place. 


Comes with a convenient carry bag for storage and transportation. 


Item Description Price 


1690-0526 Omni Dry AC51 Wall Drying System (ea) $374.45 


Restoration Tools 
The Aerator AERPO1 


Invented and designed by experienced pros in the 
restoration industry, The Aerator is an innovative tool 
to improve and speed up the restoration process after a 
water-loss event. 


The Aerator is designed for use in wall cavity drying. It 
creates a precise 5/8” hole in wet drywall leaving no 
debris to clean up. No longer back-breaking work, the 
process can be completed 15X faster than the traditional 
drill and vacuum. 


What would normally take a technician: 4 
an hour, they can now do in 5 minutes! oo 


| Financing Available! 
| https:/azte.cc/Aramsco | 


Item Description Price 


$349.00 


Restoration Tools 


1623-9840 The Aerator AERPOI (ea) 


Water Claw Flash Extractor Il 


+ High impact resistant plastic base comes with a 
non-slip textured coating to ensure safe use even 
while we 


G. terClaw: 


+ Flexible telescoping handle allows the 
operator to work in tighter places 


+ Light weight reduces operator fatigue 


+ No vacuum release is necessary due to the ridges incorporated 
he design to optimize airflow and suction 


> 


+ In comparative lab testing it left considerably less water, as 
much as 35% less compared to other tools 


+ The Flash Extractor can even be used to evacuate water from 
black water flood 


Item Description Price T 
Water Claw Flash Extractor 
1698-4181 ith Carrying Bag (ea) $478.76 


Portable Extractors 


Olympus Portable Extractors have set the DSRS, 
standard in performance and reliability for 125525727=2 
over two decades. These units are available 

in various models that will suit any contractors 
eeds in regards to pressure pump, vacuum 

motors and heat. The unique design of the mold 
as well as vacuum exhaust allows the Olympus 
nits to run cooler and quieter than competitive 
models. 


+ Dual 2-stage or dual 3-stage vac motor 
options available 
+ Can order with or without wand and hose kit 


+ 12gal capacity in solution and waste tanks A N 
2624-0919 AAN 


+ Top mounted controls 
Item Description Price 


aA 


+ Pigtail power cord design 


2622-0917 Olympus 100 100PSI 2-Stage Vac, 25, includes Wand and Hose (ea) $2,795.82 
T Olympus 200 200PSI 2-Stage Portable Extractor with Heater, 
2615-0920 includes Wand and Hose Package (ea) $3,837.50 
Olympus 500 500PSI 2-Stage Portable Extractor with Heater, 
2624-0919 includes Wand and Hose (ea) $4,052.49 
i Olympus 200 Portable Dual Extractor with Heater, 200PSI, 3-Stage, 
2626-0911 includes Wand and Hose (ea) $3,882.92 
f Olympus 1200 PSI Dual 3-Stage Vac Motors, Auto Fill and Auto 
2625-0910 Pump Out, Includes Hose Kit (No Wand) (ea) $4,651.87 
Water Claw Flood Extractor otcrClaw 
Telescoping handle a E 
easily adjusts ' 


Perfect for use with portables. New 
sturdy hose flange accepts 1⁄2” {financing Available; 
hosecuffs (same size as deluxe small). 


+ t 
nancing Available! 


Item Description Price 
Deluxe Medium Unit, 
1697-4180 with CarryingBag $603.92 
10"x 17" (ea) 
Deluxe Large Unit, 
1699-4182 with CarryingBag $690.45 
12"x 21" (ea) 
Hydro-Force SX-12 Hard [HF nvoro-rorce 
Surface Cleaning Tool l 
+ 12" Cleaning path 


ig 


+ Simple 2 piece head and brush construction 
+ Adjustable vacuum relief 
+ Aerodynamically engineered radial vacuum line creates a 
laminar-flow vortex in the cleaning head that allows the 
SX-12 to remove water twice as fast as competitive models 
+ Toe-adjustable vacuum relief lets you adjust the suction 
strength on the fly 
e Low profile allows the unit to fit under toe kicks 
+ Easy access inline filter makes cleaning the filter a snap 
+ Quality components will handle operating pressures ~ 
from 700 to 1,500 PSI so you can blast away oily 
deposits, and more 


Item # Description Price 


1610-8235 — Hydro-Force SX-1w Hard Surface Cleaning Tool (ea) $971.10 


Hydro-Force Gekko Wand 


The Gekko Wand is the heart of the Gekko 

system. The wand attaches to any of the 

Gekko or SX-7 tools using a threaded collar. 
Stainless steel tubing, adjustable ergo handle and 
swivel head makes this the premier wand for grout 
and tile cleaning. 


Hydro-Force Gekko 
Squeegee Head 
The Squeegee Tool is ideal for surfaces 


reeveirg wee 15M 
pressure cleaning and instantaneous 
dry times. New for the Squeegee 


Head are spray guards on the sides of 


the squeegee that stop water from splashing out the sides, 
yet still allow air to flow to prevent wand suck-down. 


HYDRO-FORCE™ 


HYDRO-FORCE 
i : k . Item # Description Price 
Item # Description Price 1609-1579 Hydro-Force Gekko 14" Squeegee Head (ea) $260.69 
1693-1267 Hydro-Force Gekko Wand, no head (ea) $307.08 = 
Hydro-Force 14"Gekko BrushHead [HF 
Hydro-Force 14"Gekko Brush Head [HF The brush head is ideal for surfaces that need extra brush "™™P=*S® y» 
The 4" Gekko Head is designed for serious — agitation in addition to high pressure i 
grout cleaning when a spinner tool just Sa cleaning. The unique housing design allows 
won't cut it. The Gekko Head uses a the jets to screw directly into the metal head 
concentrated jet to blast stubborn soil from instead ofthe older design using a spray bar 


5 
grout lines and tight spots. k 
Item # Description Price 
1694-1268 Hydro-Force Gekko Brush Head 14" (ea) $231.66 


Hydro-Force Nautilus Portable Extractors ṣnaure us 


um lift, or 
portable 


Whether you're extracting flood water and need maxi 
cleaning tile and need maximum airflow, the Nautilus 
extractor has you covered. 


The AirFlow+ vacuum system allows you to quickly change 


Item # Description 


that goes across the manifold. 


Price 


$260.69 


Item # Description 
1601-1672 Hydro-Force Gekko Brush Head, 14" (ea) 


your vacuum motors from a series configuration to a parallel 
configuration in under a minute with no mechanical skill needed. 


The Nautilus has achieved Platinum Certification from the Carpet 
and Rug Institute (CRI), the highest designation available from CRI. 


Price i 


1665-4663 Hydro-Force, Portable Extractor, Nautilus MX3-500H, 500 PSI, Heater, 


with Hose Package (ea) 


1658-4765 —Hydro-Force, Portable Extractor, Nautilus MX3-12 


0, 1200PSI, with Hose Package (ea) 


$4,859.39 | AXT | 
: Bese | 
$5,581.58 | snancing Available ; 


Trinity Phoenix 
MX Tri-Directional Machine 


4 


Titan Impact 440 Skid Frame 


| TITAN jj 


Paint Sprayer 
+ Oscillating Pad (OP)/Very Low Moisture (VLM aa : : 
Ideal for residential, property maintenance, restoration, and small ` 
Carpet Cleaner Process . Sere : ; 
ee i ; a commercial applications, the Titan Impact 440 is 
+ Uses agitation and absorption to remove dirt and liquid the best-selling sprayer in the industry. 
+ Customer friendly process typically dries carpets in an hour or less With 1796 more power than 
+ Uses less water, reduces “wick-back” issues its predecessor this skid-style orev 
+ Faster cleaning than traditional Hot Water Extraction professional series airless pain 
+ Faster set-up and tear down sprayer can handle even the most 
demanding jobs. Features Rapid 
Clean for quick and easy cleanup. 
Die cast aluminum housing for 
Obs yer added durability and reduced 
| epean etarmen | weight. Perma-Life cylinder 
feni Description Price never wears and ever needs 
1640-8217 Trinity Phoenix MX Tri-Directional Machine $4,395.00 replacing. 
16438210 Triny 21° Glad Pads $24.95 Includes: LX-80 Gun, 517 SC-6 Reversible Tip, and 1/4" X 50' Airless Hose 
1645-8212 Trinity 18" Microfiber Pads $29.14 Item Description Price 
1687-4861 2.5 Gallon Bottle $8.75 A74937 Titan 805-000 440 Impact 3300PSI Skid Frame Paint Sprayer (ea) $1,510.20 
Titan Spray Tip Item Description Price 
Titan's HEA® (High Efficiency Airless) spray technology optimizes spray application by Titan 330-515 HEA High 
atomizing solutions at a controllable rate making it easier to apply the right amount of 2629- e aah $44.10 
material to meet chemical manufacturers dwell time requirements a Wahi E 
+ The right mix of high production with the right droplet size delivers a consistent Titan 330-411 HEA High 
i P i 2639- Efficiency Atomizing Spray Tip 
wetted Sumac WIOUEOYET saturation ; ee 0930 TR-1 Heat Tip Orifice .011 Fan $44.10 
+ Multiple tips sizes offer the right fan pattern for the right application Width 8" To 10" 
+ Use the TR1 HEA 411 tip size to maximize agility on smaller more detailed areas 
+ Use the TR1 HEA 515 tip size to maximize production o large surfaces Includes: LX-80 Gun, 517 SC-6 Reversible Tip, and 1/4" X 50' Airless Hose 


ll 


OmniPro Multi-Function 4 0), pe. OmniPro InfraRed iona 
Moisture Meter Thermometer T16-200 
This meter is a series of moisture/humidity meters with with Alert 
built-in infrared (IR) temperature sensing. It is a powerful and The thermal leak detector uses an infrared sensor to find water 
versatile instrument for measuring and diagnosing dampness intrusion along walls, molding, ductwork and more. The infrared 
in buildings and building materials. thermometer features differential alarms (color and audible). 
Quickly indicates the moisture content of materials with The auto color change and audible features provide quick, 
inless techno ogy witho! t damag g the su face; remote intuitive feedback. The T16-200 is a step up from traditional IR 
in-type probe allows for moisture eading at different thermometers for restoration technicians. 
enetration levels (3ft./0.9m cable length 
+ Easy-to-read, large dual display with backlit feature X Ea . 
Simultaneously displays moisture of wood or matei at Description Price 
being tested and air temperature, IR temperature, 1600-5643 OmniPro InfraRed Thermometer T16-200 with Alert (ea) $77.13 
or humidity 
+ IR design to measure non-contact surface e 
emperature; 8:1 distance to spot ratio with 0.95 OmniPro Hygrometer H16-200 AOmNIPRO 
fixed emissivity Compact meter with features dew point & wet bulb 
ed er: temperature measurement and high accuracy backlit display; ideal for 
ilt-in humidity/temperature probe measures feldüse 
elative humidity, air temperature plus grains per ; 
ound (GPP), and dew point (DP) + Digital humidity and temperature measuremen 
+ Automatic calculation of differential temperature + Compact probe size 
IR - DP + Dew point & wet bulb temperature measurement 
in/Max and Data Hold X Auto power off and low battery indication + Digital backlit displays 
emory function + Easy-to-read, large dual display with backlit feature X 
Item Description Price Simultaneously displays moisture of wood or material being tested 
1631-6527 OmniPro Multi-Function Pin/Pinless Moisture Meter M-18-400(ea) $479.00 and air temperature, IR temperature, or humidity 
1632-6528 OmniPro M18-410 Accessory Kit & Case (ea) $399.00 ikem Description Price 
1602-5645 OmniPro Hygrometer H16-200 $167.48 
Omnipro M18-500 Restoration ô 
OmMNIPRO 


Multi Meter 


OmniPro H16-100 Mini Hygrometer 


bisa tas er with + Digital humidity and temperature measurement 

emperature and humidity detection, j 

infrared temperature measurement, Compact probe size 

aser ranging, wood humidity + Dew point & wet bulb temperature measurement 

Measurement (probes and touch), (H16-200 only) 

ashlights, time settings and data > Digital backlit displa 

ecording and other functions. It is j poy ÂÔOmNIPRrO 

a powerful and versatile instrument 

or measuring and diagnosing iù Dei e 

humidity of building and building = sia si re 

materials. 1603-5646  OmniPro H16-100 Mini Hygrometer (ea) $63.95 

Item Description Price 

1633-6529  Omnipro M18-500 Restoration Multi Meter Hygrometer (ea) $722.22 FLIR 6 Compact Professional 
Thermal Imaging Camera 
With the FLIR C5 in your pocket you'll be ready anytime to 
find hot fuses, air leaks, plumbing issues, and more. 
Identifying hidden problems is easy with the 160 x 120 
(19,200 pixels) true thermal imager, 
MSX® (Multi-Spectral Dynamic 
Imaging), 5-megapixel visual 
camera, and LED flashlight. 
The C5 directly uploads and stores 
your images to the FLIR Ignite™ 
cloud, where you can organize 

. and back up files and then instantly 
Scan to sign up for share images with customers or create 
als email or text professional reports that document the problem and required repairs. 
Item Description Price 

2632-0844 FLIR C5 Compact Professional Thermal Imaging Camera (ea) $819.00 


WHEN ACCURACY IS THE POINT. ° 


Introducing the new 


BDX-20 & BDX-30 


Let the BDX meters and EDGE™ App 
take you to the next level of pin meters 
for the Building Trades and Inspection. 


www.delmhorst.com 
info@delmhorst.com 
877-DELMHORST (335-6467) 


ZipWall Heavy Duty Zipper WALL 
The smart way to make sure you 
have our best zippers on hand at the PD 
f pp a -—_ 
lowest price. _— -æ- 
>» ~~ 
+ 7'length O a =| 
+ 3" wide all-cloth construction for =» 
durability CH oe 
+ Lowest cost for our best zipper a 
-Ideal for high-traffic areas : 
+ Works in temperatures below 55 degrees 
Fahrenhei 
Item Description Price 
Zipwall HDAZ12 Heavy Duty Zipper Bulk Pack, Contains (12) 3"x7' 
A99025 Zippers (12) Flap Hooks and (1) Zipper Knife (ea) $119.70 
ZipWall ZipDoor Magnetic Door Kit WALL 


his reusable and versatile door kit is perfect for 
covering a doorway or creating an entry anywhere in 
a plastic barrier. Self-closing magnets provide easy 
ands-free access while maintaining a tight seal. 
Quickly and easily make a 46”x 86” door, sealing with 
double-sided tape, and a self-closing entry. Comes 
in a sturdy, reusable box that can be used for storage 
etween uses. 


Item Description Price 


f ZipWall ZipDoor Magnetic 
2687-2984 orki 48’Wx87"H (ca) 9133.90 omy, omy 


ZipWall Dust Shield Barrier Systems 


= 


WALL 


Y =a.. = 
i } aan a 
f ) aan = e 


An economical way to add to your ZipWall system, 
packages contain strong, lightweight, spring-loaded, anodized aluminum poles for 
securing a dust barrier. Innovative non-skid, non-marking head and plate. Quick & 
easy to set up — no ladders, no tape, no damage. 


wa 


+ Tethers keep heads and plate 
together 


+ Helps ensure EPA RRP compliance 
+ GripDisks™ prevent sliding on smooth 


+ Works in positive and negative air floors 
Item Description Price 
1653-2677 ZipWall SLP4 12’ Dust Shield Barrier System. 4-Poles (ea) $316.61 
57444 ZipWall KT20 20' Dust Shield Barrier System, 2 Poles (ea) $287.51 


ZipWall ZipDoor™ Kits 
+ Seals any doorway in under a minute 


+ Includes: one ZipDoor, one roll of ZipWall 
double-sided tape, and two pre-installed 
heavy-duty zippers 


WALL 
Item Description Price 
ZDS Standard ZipDoor l 
A98047 is 03) $49.21 4 


| 
Syclone H4GVC-Power Plus SYCLONE 
4-Gallon Dry-Only HEPA Vacuum 


e H4AGVC-POWER PLUS 
oasts a NEW stronger 
AMETEK vacuum motor which 
doubles the expected motor 
ife, increases the power (108" 
of waterlift/120 CFM) and 
doubles the warranty on the 


otor to two full years! 


astic versus Steel Outer Clamps 
+ Longer Hose 

+ Center Filter Seal Gasket 
ternal Thermostat 
otor Inlet Filter 


+ Revised owner's manual 


+ Tools included: Crevice, Dusting, Floor, 
Upholstery, 6’Crushproof Hose, and 


+ HEPA filter housing and gasket Telescopic Wand 
Item Description Price 
2647-1375  Syclone H4GVC-Plus 4 Gallon Dry-Only HEPA Vac (ea) $431.19 
Accessories 
54211 Dust Bags (10/pk) $30.99 
2604-1424 4-Ply Synthetic Duct Bags (10/pk) $32.00 
A32131 HEPA Filter Assembly (ea) $132.92 


Sydone 6-Quart HEPA Backpack Vacuum 


+ Meets EPA Lead RRP and OSHA hazardous airborne 
material reduction requirements. 


+ Two-stage 1.7HP Ametek Motor 


+ Four -stage individually tested and certified HEPA 
filtration 


SYCLQNE 
HEPA 


Individual Replacement Tool Kit components also available. J 
VACUUM 


Item Description Price 
1639-4886 Syclone6-Quart HEPA Backpack Vacuum w/Tool Kit, Corded (ea) $621.21 
1630-4988 Syclone 6-Quart HEPA Backpack Vacuum w/Tool Kit, Cordless (ca) $1,630.22 
Accessories 
1617-4171 HEPA Filter (ea) $141.52 
1684-4488 Cloth bag (ea) $10.00 
1602-4972 Disposable Paper Bag (10/pk) $25.46 

Syclone P0O20GW 20-Gallon SYCLONE 


Pump Out Vacuum 


High volume pick-up and discharge of spills and flood 
waters. 40 GPM immersible pump inside 20 gallon 
tank. Empties continuously w/o stopping the vacuum. 
2-HP motor provides airflow and suction to meet 
professional cleanup/restoration needs. Includes 10’ 
X 1.5" crushproof hose, steel wand, floor squeegee 
and crevice tool. A 50-foot power cord and 35-foot 
discharge hose. 


Item 1662-5055 


Syclone PO20GW 20 Gallon 


Description Pump Out Vac (ea) 


Price $1,398.16 


be 
Sydone H20GWD 20-Gallon 
Wet/Dry HEPA Vacuum 


Greater capacity (20 gal.) than all HEPA vacuums in 
its class. Roto-molded polyethylene tank, built-in 
handle, large rear wheels, and front swivel casters 
for easy transport when full. Motor head includes a 
50’ power cord and electrical outlet. 


-d 


+ 2HP commercial-grade, 2-stage bypass motor 


HEPA 


VACUUM 


+ 120V outlet with on/off activatio 


Tools included: Crevice, Dusting, Floor, 
Upholstery, 6 Foot Crushproof Hose, and 
Telescopic Wand 


Item Description 


1623-4977 — SycloneH20GWD 20 Gallon Wet/Dry HEPA Vac (ea) $1 7145.89 
Accessories for H13GD and H20GWD 

1688-4569 HEPA Filter - Fits 13 Gal & 20 Gal Vac (ea) $23 7.82 
1688-6727 Front Mount Squeegee Attachment Kit for Syclone H20GWD $643.00 
1673-3723 Disposable Filter Bag - Fits 13 Gal & 20 Gal Vac (ea) $5.60 
1685-4667 Polyester Pre-Filter - Fits 13 Gal & 20 Gal Vac (ea) $4.05 


Sydone H13GD 13-GallonDry SYCLOQNE 
HEPA Vacuum 


Powerful, 2 HP vacuum, equipped with individually 
tested, certified HEPA filter. Provides a minimum 
efficiency of 99.97% at .3 microns. Motor head 
includes a 50-foot power cord and an electrical outlet. 


2 


+ 2HP commercial-grade, 2-stage bypass motor 
+ 120V outlet with on/off activation 


+ Tools included: Crevice, Dusting, Floor, Upholstery, 6’ 
Crushproof Hose, and Telescopic Wan 


Item Description Price 
1629-4872 Syclone H13GD 13 Gallon HEPA Vac (ea) $803.45 


Sydone 10-Quart HEPA 
Backpack Vacuums 


Large 10-quart recovery capacity and the 
ultimate in HEPA filtration. Tested and certified 
HEPA filter at motor intake and two smaller 

HEPA filters at exhaust. 


+ Comfortable for professional abatement, 
restoration, and advanced cleaning. 


bttpsi/azte.cc/Aramsco 


+ Four-stage filtratio 
+ Padded harness with handle 
+ Lightweight, polyethylene body 
Item Description Price 
? Syclone H10QBP HEPA 10 qt. Backpack Vacuum, Corded Tool Kit, 
1679-5054 leres ca $650.52 
3 Syclone H10QBPB HEPA 10 qt. Backpack Vacuum, Cordless Tool 
1670-5156 if bates (ea) $1,664.89 
Accessories 
1699-5452 — Syclone HEPA Filter for 10qt. Backpack Vacuum (ea) $134.00 
1696-5454  Syclone Cloth Bag for 10qt. Backpack Vacuum (ea) $10.90 
1694-5457  Syclone Disposable Paper Bags for HEPA Backpack Vacuum (ea) $34.00 


ih 


EQUIPMEN? 


ProTeam 1500XP_ 2D Proleam. Sanitaire Upright Vacuums Sanitaire 
Upright Vacuum SC886F handles a huge 18 quart volume. High capacity ability with 
Exceptional cleaning in a high-filtration upright provides re-engineered, long-life motor that is built to last for many years. 


improved reach, durability, and indoor air quality. Contains SC684F provides continuous, deep cleaning every time. Its 7 amp 


a high-performance dual-motor system and a low profile, long-life motor and ball bearing steel brush roll combine to create a 
L-shaped ead perfect for vacuuming under and around powerful workhorse. 


furniture. 


f : + Built to Last. Durable construction includes a 
On-board tools, super stretch-hose and convenient quick chrome hood for tough environments 


release wand make detail cleaning and hard-to-reach areas 
easy, including crevice tool and dust brush/upholstery tool 
combo. 


+ High Capacity Shake Out. Clean with less 
downtime with a large capacity 18 gt. shake 
out bag 


+ HEPA Level Filtration captures and contain 99.97% of 
particulate down to .3 microns 
a 


+ Productivity. A 50-foot quick-change, pigtail 


cord allows for less downtime and quick, 


ectronic system performance indicator alerts on full filter, efficient cleaning 


irflow restriction or jammed brush roll . 
+ Handy Features. Quick Kleen™ fan chamber 


+ Inc des 50 ft. 18 gauge safety-yellow power cord, lets you view, service and access the impeller 1683-8144 
electronic system performance indicator, HEPA fan for reduced maintenance time, and looped 
filter exhaust, quick release cord dump, ergonomic handle, for added comfort and maneuverability 1673-8991 


padded handle grip with conveniently mounted 


3-way power switch and on-board detail tools = — = 
i 1673-8991 Sanitaire SC886F Upright Vac (ea) $378.85 
+ Carries an unmatched 3/3/3/3 warranty 
1670-8998 | Sanitaire SC684F Upright Vac (ea) $300.61 
Item # Description Price 1683-8144 Vac Baq Eureka Shakeout Red (ea) $54 78 
1600-2230 ProTeam 1500XP Upright Vacuum (ea) $720.89 Sak sia se s 
1604-2234 ProTeam Vacuum Bags 1500 XP (10/pack) $20.48 @ 
Meese eee Vacuums ) Proleam, 
sta — uperCoach Pro i 
Sanitaire Eon Vacuum Sanitaire ew large capacity triangular shape combined with k 
The EON® QuietClean® upright is engineered roleam’s innovative articulating harness results 
to meet the demands of commercial cleaning. in a vacuum that feels more like a part of your body. This 
The EON® earned the CRI Gold Seal of Approval, commercial backpack vacuum comes complete with the 
and is a sealed HEPA system that delivers an Xover Multi-Surface Telescoping Wand Tool Kit. 
exceptional clean. This easy-to-maintain ncludes 1 14" static-dissipating vacuum hose, a 50' 
vacuum provides a low cost of ownership ee extension cord and two intercept Micro filters. 
with no-tool assembly, no-tool brush roll fe | 
change, clog and bag-full indicator lights, "ka SuperCoach Pro 6 
ie ae ; =n on't let its small, compact size fool you. The Super Coach 
and a quick-change pigtail cord. s : : 
j é ro 6 commercial backpack vacuum delivers unsurpassed 1636-2978 
é- power in a new, ergonomically enhanced frame. With 
- a smaller footprint, this vacuum is easy to maneuver in 
ight spaces. This commercial backpack vacuum comes 
complete with the Xover Multi-Surface Telescoping 
a Wand Tool Kit. 
Item # Description Price 
1644-8538 Sanitaire Eon Vacuum SC5500A (ea) $606.65 Item # Description Price 
1650-8968 Sanitaire RL Premium Vacuum Bag (ea) $7.71 1662-6311 6311 Profeam 107303 Super Coach Pro 10 Backpack Vacuum, 10qt (ea) $720.00 
1600-2331 ProTeam 107313 Intercept Micro Filter Bags (10/pack) $28.82 
Plastic Crush Proof Vacuum Hose with Cuffs ProTeam 107310 Super Coach Pro 6 Backpack Vacuum w/Xover Floor 
1636-2978 Tool Kit D (ea) $710.00 
1630-1780 ProTeam 107314Vac Bags (10/pack) $22.58 
Sanitaire Canister Vacuum Sanitaire 
With allergen filtration. Our proven canister is compact, 
lightweight, powerful, and features telescopic metal 
Shiooihinen l fl wands to reach those difficult cleaning 
+ Smooth interior assures maximum air flow locations, Dust capacity: 2.6; 


+ Lightweight and flexible even at low temperatures Commercial hose: 7' molded: 

+ Superior external abrasion resistance Cleaning width: 10"; CFM: 135; ‘one 

+ High chemical resistance Watts: 1200. 

+ Ideal for wet and dry vacuums in commercial and industrial applications — 
Ste R P am 

Item # Description Price Item # Description Price 

54027 3" x 25' Crush Proof Vacuum Hose with Cuffs (ea) $261.14 1643-8259 Sanitaire 3687 Canister Vac (ea) $184.00 © Soca 


54378 2" x 25' Crush Proof Vacuum Hose with Cuffs (ea) $109.26 1600-8981 Vac Bag - Eureka Type MM (3/pk) 9.85 


Stainless Steel Touchless Soap/ 
Sanitizer Dispenser 


e Stainless Steel Touchless Soap/Sanitizer Dispenser with 
brushed stainless finish consistently 
dispenses one (1-1.5ml) drop at a time. 

e unit operates on 6 “AA" batteries for 

p to 15,000 cycles. The refillable reservoir 
ay be used with gel hand sanitizers or 
quality bulk liquid soaps. The mechanism 
is a separate piece to prevent damage from 
e soap. 


« Au 
+ Vandal-resistant sec 


2686-0041 


Stand sold 
separately 


| 


Price 


omatic operatio 


rity lock and key 
+ Key co 


mainte 


ponents independent for easy 
ance 


Item # Description 


2685-0040 Stainless Steel Electronic Touchless Hand Soap/Gel Sanitizer Bulk Dispenser (ea) $40.35 


2686-0041 Stand - Adjustable 45.275” to 57" Stainless Steel & Copper Construction (ea) $75.25 


Frontline Hand Sanitizer Gel 


Advanced Hand Sanitizer contains 75% percent ethyl 
alcohol to help reduce the number of germs on hands. 

It also contains additional moisturizing ingredients to 
help keep skin hydrated. No rinsing with water or drying 
with towels is needed. Alcohol-based hand sanitizers can 
quickly reduce the number of germs on hands, but do not 
eliminate every kind of pathogenic microorganism. It's 
perfect for occasions when hand washing is not practical. 


— 


Price 


$86.51 


Item # Description 


2669-4897 1-Gallon 75% Alcohol Pump Bottle (ea) 


Clorox Healthcare 
Germicidal Bleach 


+ No pre-cleaning required 
+ EPA registered to kill a total of 58 microorganisms 


+ Proven efficacy against outbreak-causing viruses 

nfluenza A and B viruses, Measles virus and Noroviru 
Kill HAl-causing pathogens including C.diff spores, M 
and VRE in three minutes 
Broad Spectrum disinfection efficacy against ove 


58 pathogens oe 


+ Three minute conta 
+ Meets CDC a 
Features an anticorrosion agent to ensure Gi 
compatibility with healthcare surfaces 

+ Tested for surface safety on common healthcare and office surfaces and 
equipmen 


HEALTHCARE’ 


= 
[aus 
= 


ct time to kill C.Diff spores 


ations — ea 


d OSHA recommen 


Price 


$94.15 


Item # Description 


1665-8066 Clorox 320z Healthcare Germicidal Bleach, 6 per case 


Clorox Healthcare Hydrogen 
Peroxide Disinfectant Wipes 
The fastest non-bleach 
disinfectant for 
your facility. Kills 
microorganisms in as 
fast as 30 seconds. 
Designed for daily use 
on common hospital 
surfaces. 
+ No added fragrances or 
arsh odors 
+ 185 count refill, 2 

per case 
+ Fast kill times on more than 40 microorganisms 
Item 


D 


HEALTHCARE’ 


e 


~—-%§ 


* Human Coronavirus, Influenza A2 Virus 


+ Staphylococcus aureus + Escherichia coli O157:H7 
§Salmonellaenterica + #Streptocaccuspyogenes +t Klebsiella pneumoniae 


Description Price 


1601-8653 


$50.82 


Clorox Healthcare, Hydrogen Peroxide Disinfectant Wipes 


1678-8578 Clorox Germicidal Wipes, CLO30359 REFILL ONLY $62.98 


Clorox Disinfecting Wi 
per case 


e 7x8, Lemon Scent, 75 per canister, 6 


2687-0459 $38.75 


2684-0557 Clorox Disinfecting Wipe 7x8, Fresh Scent, 75 per canister, 6 percase © $42.11 


LYSOL” Professional Disinfectant Spray 


Boost customer confidence with a disinfectant spray that's safe to 
use on hard and soft surfaces. Kills 99.9% of viruses and bacteria, 
including the virus that causes COVID-19 and cold and flu viruses 
when used as directed. Help protect high-traffic areas and 
high-touch surfaces. Simply spray and let air dry. Kills 99.9% of 

viruses and bacteria, including cold and flu viruses, Salmonella, E. 
Coli, MRSA, RSV, Staph, and Strep when used as directed. Proven 
0 kill the virus that causes COVID-19 in 15 seconds when used 
as directed. 


Help protect high-touch germ hot spots, including 
door handles, railings, light switches, seats, counters, 
restrooms, and desks. Safe to use on soft surfaces, 
including upholstery, sofas, chairs, cushions, pillows, 
mattresses, and bedding. 


Formulated for safety standards: Meets OSHA 
Bloodborne Pathogens Standard. Uphold sustainability goals with a product that's 
94% biobased. Disinfect more surfaces in less time with a one-step spray in a 


arger size that can help reduce restock time. Make disinfection protocols more 
evident and eliminate odor-causing bacteria. 
Item # Description Price 
1650-9477 Lysol Disinfectant Spray, Crisp Linen, 190z cans 12/CS $236.74 
Clorox Healthcare Fuzion á = 
Cleaner Disinfectant * hor 


` — 
a 


zion is the next generation of bleach, and the first pro 
its kind to combine trusted bleach efficacy against tot 
o-kill pathogens with the aesthetics required for broad 
roughout healthcare facilities. 

Fuzion is Environmental Protection Agency (EPA) registe | 
o kill Clostridium difficile (C. difficile) spores in two mint 

e fastest kill time available, and 35 other pathogens ir 
inute. 


| 


2 


MIALTHCARrF 


a= 
CE 


Price 


Item # Description 


$175.00 


1611-8352 Clorox Healthcare Fuzion, Cleaner Disinfectant, 9 per case 


Benefect DECON 30 Disinfectant Cleaner 
+ Light t 
ate PA Benefect 


Economical price 
Kills over 99.99% of bacteria in 30 seconds 
Available for sale in all states 
Pleasant aromatherapeutic vapors 

o synthetic fragrances, dyes or bleach 
Uses the same botanical active ingredient for which 
Benefect is known 


Item Description Price 
A95483 Benefect DECON 30, 1 gal. (ea) $34.99 
1649-1159  Benefect DECON 30, 5 gal. (ea) $184.99 
1648-1158  Benefect DECON 30, 55 gal. (ea) $1,691.99 
eee @ Fiberlock 
oncentrate TEGUNACOSIES 


A hospital grade EPA-registered disinfectant, sanitizer, fungicide, 
virucide, bactericide and cleaner for use on porous and 
nonporous surfaces. Concentrated formula, designed to be 
diluted two ounces per gallon of water, yielding 64 gallons 
of usable product per gallon of concentrate. An economical 
solution for your cleaning, disinfecting, and sanitizing needs. 


Item Description Price : 
57563 ShockWave Concentrate, 1 gal. jug (ea) $51.99 
A41838 ShockWave Concentrate (CA Only), 1 gal. jug (ea) $52.01 
57564 ShockWave Concentrate, 10 oz. bottle (ea) $19.99 


Concrobium-ProBroad © concrobiun 


Spectrum Disinfectant II 


Concrobium Broad Spectrum Disinfectant II represents 
the next generation of plant-based disinfection for 
professional restoration contractors. The unique, 
proprietary solution is botanically-derived and 

offers significant advantages over existing botanical 
solutions on the market. Unlike other products, 
Concrobium Broad Spectrum Disinfectant II provides 
superior cleaning as well. 


Price 


Item Description 


1619-6216 — Concrobium-Pro Broad Spectrum Disinfectant II, 1 gal. (ea) $31.71 


$1,615.88 


1610-6318 —Concrobium-Pro Broad Spectrum Disinfectant Il, 55 gal. (ea) 


Bioesque Botanical Disinfectant Solution 


Capable of cleaning, sanitizing, disinfecting and 
deodorizing in a single step, Bioesque’s Botanical 
Disinfectant is the solution for a wide range of 
cleaning challenges. This innovative product features ~ 
the patented Thymox technology and a botanically 

derived active ingredient. 


+ A one-step cleaner with bacte 
berculocidal and fungicida 
+ A broad-spectrum disinfectan 
Environmental Protection Agency 

Cleans, disinfects, and deodorizes a wide array of 

surfaces — 
g 


a 


= 


BOTANICAL 
DISINFECTANT 


icidal, virucida 
claims 
registered with the 


iminates malodors and features a fresh lemongrass- 
apefruit scent 


s nonabrasive, environmen 


ally friendly and ideal for everyday use 
Price 


$32.78 


Item Description 


1608-6237  Bioesque Botanical Disinfectant Solution, 1 Gal. (ea) 


MediClean Germicidal Cleaner 


Concentrates 
+ Concentrated formulas sanitize with as little as 1/2 oz. 
per gallon 


o n E 
+ Crime scene, restoration, & carpet cleaning applications = 
i 
Item Description Price 3 
ediClean Germicidal Cleaner Concen- 
A19968 rate Mint, 1 gal. (ea) $45.00 =” 
ategą5 — MediClean Germicidal Cleaner Concen- $41.75 


if) 


m 


, Lemon, 1 gal. (ea) 


{ 
l 
i SD 


MediClean Disinfectant Spray Plus, RTU 


+ All-in-one unique formulation: nonflammable bactericide, 
ungicide, deodorant, antimicrobial 

+ Water-based 
+ Kills mold, mildew, bacteria, and odors in one application 
+ Provides long-lasting residual protection 

+ EPA-approved for many decontamination applications 


Tno 


Item Description Price = 
ediClean 57717 1 gal. (ea $29.99 = 
nan A56844 Fragrance Free RTU, 1 gal. (ea) $32.49 4 

RTU | 57727 5 gal. (ea $145.95 


Benefect Botanical Disinfectant, RTU 


+ Kills over 99.99% of ade from plant extracts 


bacteria, fungus, TB, + Pleasant 

and HIV aromatherapeutic vapors 
+ No mixing, rinsing, or — + No synthetic fragrances, 

wiping required dyes or bleach 


+ No warning labels or first « 
aid statements 


o mixing required 


Price 
$35.99 
$48.99 

$198.99 


Item Description 
1691-2875 Wipes, 6’x 7", 250/pail (ea) 
A48247 RTU, 1 gal. (ea) 
RTU, 5 gal. (ea) 


RTU, 55 gal. (ea) $2,037.99 
Sporicidin RTU Disinfectant 


+ Continuous residual bacteriostatic activity for up to 
6 months 

+ Non-corrosive to s 
vinyl, glass, treate 
porcelain 


Benefect 
Botanical 
Disinfectant 


A72575 
A91526 


rfaces including plastics, latex, 
wood, metal, and glazed 


aa 


+ Nonhazardous sol 
disposal restrictions 


ion has no special shipping or 


Price 


$41.39 


Item Description 


57643  Sporicidin RTU Disinfectant, 1 gal. (ea) 


BotaniClean Disinfectant 


+ Germicidal detergent with broad-spectrum kill of gram 
positive and gram negative microorganisms 

+ Cleans, disinfects and deodorizes in a simple one-step 
process 

+ Deep cleans and deodorizes carpets, up 
fabrics 

+ Disinfects and deodorizes devices and hard surfaces 

+ Thymol provides consistent product every time 

+ Low toxicity, no PPE required* 

+ Mild pleasant fragrance — no harsh fumes 


olstery and 


* See product label for complete directions for use. 


Item Description 


VA Benefect 


BotantClean 


Price 


1635-5164  MediClean ProRestore BotaniClean Disinfectant, 3 Liters (ea 


) $26.50 


These water-based, high quality paint removers are perfect for 

professionals seeking to remove oil, water, acrylic, or latex-based paints 

wood, metal, masonry, and more from virtually any surface. 

+ Removes multiple layers of paint coatings 

+ Contains NO methylene chloride or NMP 

+ Water-based gel coatings cling to vertical surfaces 

e Pair with ChemSafe™ Laminated Paper (see below) to speed the 
removal process and prevent premature drying 


2676-6358 


Item Description Price 
2676-6358 ChemSafe Lift & Go Pro Paint Remover (5 Gal) $273.87 
2671-6151 ChemSafe Lift & Go Multi Paint Remover (5Gal) $309.97 2667-6650 CHEMSAFE m 
2667-6650  ChemSafe Lift & Go Lead Paint Remover (5 Gal) $130.76 iad 
reas aoe < Rust-Oleum® Roof Patch 
i CHEMSAFE Cleaner&Primer s= RUSTOLEUM 
Foruse with all Chemsafe — = “enn = + Cleans surface in seconds 
Lift & Go Products $ ya & P ~ Spray and immediately wipe away to prep surface for sealants 
ChemSafe™ Laminated i + Improves adhesion for long lasting repair 
Paper assists in the removal QONA Se owwsare Gouvea + Use with roof patch & repair products 
of architectural, industrial, çi = i + Improves adhesion on metal, EPDM, TPO and other single ply 
and high-performance paints Q ouusare Q orusare Q oivsar membranes 
and coatings. It is specially — &® t € 5 Item Description Price 
desig ed to keep ChemSafe® Q ousar Q ounsare Q oivsars ii 2619-3627 Rust-Oleum 130z Roof Patch Cleaner & Primer Clear $11.29 
paint removers in a wet ę ry ę 
state, reducing evaporation 
and allowing them to work Q onssare Q couvsare O cuvsars Rust-Oleum 
more quickly and efficiently. € 5 g # Marking Paint 2 | 
Also, paint removers andthe  ~ : = 7 E ical ind ial 
coatings beneath will stick to < 39 > a a a pg in WSTOLEUM | tust OLEUM RUSTOLEUM 
the paper aiding in clean-up. ton pad ote ecoa ying "Ssa "osa" 
When used outdoors, ChemSafe Laminated Paper also assists in protecting the ithi h 7 
remover from the elements. | Recommended for use with all ChemSafe® brand witmin one four. 
paint removers. Precision line inverted marking spray 
paint is water-based. Its fade- and 
«10 Sheets +100 sq ft + Sheets measure 39”x 39” chalk-resistant formula marks up 
7 oe i to 250% more linear feet, sprays in 
item Description Price cold to 25°F, and dries in under five 
2670-6453  Chemsafe Lift & Go Laminated Paper Sheets (ea) $31.21 minutes, 
. "s =n “ 
ChemSafe Lift & Go Test Kit Sample < za RUSTOLEUM 
CH EMSAFE Precision Line Inverted Marking Spray Paint, 170z. (ea) 
i Item Description Price 
1600-2988 White $7.91 
1607-2884 Fluorescent Red-Orange $9.22 
1640-2784 Fluorescent Pink $8.18 
76080 Fluorescent Orange $8.74 
Touch ‘n Tone Spray Paint,100z. (ea) 
76076 Black $6.66 


Every paint removal project comes with its own set of challenges and finding the 
right product for the job can be a daunting task. That's why ChemSafe™ developed 
the Lift & Go Paint Removal Test Kit. Includes Lift & Go Multi, Lead, & PRO, 
ChemSafe Laminated Paper, pH Neutralizer, & Accessories 


Item Description 


2679-6452 —Chemsafe Lift & Go Paint Removal Test Kit Sample (ea) 


Price 


FREE 
(see Sales Rep for details) 


Don’t see it here? 
Call us for solutions! 


Š E00 Restorator® i$ ‘asi Restorator Odor 
PRIR ea Fe Control Cartridges 
VAPGRTEK È Replaceable natural essential oil cart 


+ Fit Restorator and Optimum 4000 © 
+ Good for 270 hours usage 


VAPGRTEK 
Item Scent Price ù = g 
1668-2231 Neutral (ea) $99.00 Item Scent Price 
1669-2232 Berry (ea) $99.00 1660-2334 Forest (ea) $99.00 


31670 Lemon (ea) $99.00 1661-2335 Cinnamon (ea) $79.31 
A93702 Orchard (ea) $99.00 1662-2336 Lavender (ea) $99.00 


Compact odor control system, ideal for fast, high-intensity, permanent, odor OmniPro . 
elimination. Deodorizes without the hazards of thermal fogging or ozone Lemon Oil 4OmniPRO OmniPro A OmniPRO 
treatment. Uses essential oils and neutralizing compounds, and can be used in Fürmiture Ultimate 
occupied structures. È Glass Cleaner 
Treats up to 20,000 cubic feet of + Treats atmosphere, structure, and rean P Formulated to remove 
space contents simultaneously roduced wit grease, soot, fingerprints AOveaPs 
« Lightweight + Ozone and Hydroxyl-free beeswax to provide \ and smudges off glass, 
fine finish. windows, windshields x 
Creates no moisture + CSAand UL listed and more eee 5 


Item 1652-2245 


Item Description Price Item 1652-2649 

: OmniPro 2140 ee Ss 
A28831 Vaportek 90-5000 Restorator w/o Cartridge (ea) $378.00 Lemon Oil OmniPro Ultimate 
A56912 Vaportek 90-5000 3X Industrial Cartridge (ea) $105.00 Eo Desp e an 
A27841 Vaportek 90-5150-85 5.0.5. Cartridge (ea) $105.00 Price $8.97 Price $7.18 


» 


ə Fiberlock + Pj Benefëct a 


CHN 


FULLY STOCKED 
FOR WHATEVER 
COMES OUR WAY 


SEVERE WEATHER? FIBERLOCK + BENEFECT OFFER THE INDUSTRY'S 
MOST COMPLETE LINE OF WATER DAMAGE RESTORATION SOLUTIONS. 


Viper Venom II Tile & Grout Cleaner 

Viper Venom |! blends ingredients proven to be effective on a range of oils. + 100% reduction in noxious solvents, making it easier 

and dirt, and includes special additives that suspend soils so that they canbe to work in confined spaces with poor ventilation 

easily rinsed away. + 50% reduction in foam levels 

+ Odorless, Viper Venom II can be mixed with citrus boosters or other = Improved safety formulation without sacrificing cleaning effectiveness 
fragrances depending on the customer's preference. 


+ 270% increase in grease-cutting surfactants over Viper Venom. This - 
results in improved cleaning power without having to rely on solvents, 1656-7024 Viper Venom IlTile & Grout Cleaner, 1 Gal. (ea) $27.08 | & : 2 


Item Description Price 


Viper Renew 


When all other cleaners have failed, Viper 
Renew works on the acid side of the pH 
scale to remove soils and stains on grout 
and tile even if neglected for years. Viper Renew 
removes a very thin layer of grout removing hard 

water deposits, soap scum and efflorescence. Proprietary 
organic salt is twice as effective as phosphoric acid at 
dissolving calcium carbonate, without unpleasant fumes. 
A solution for the most extreme tile and grout cleaning 


Viper Stone Tile and Grout Cleaner 


Viper Stone is an alkaline pre-treatment cleaner for stone, 
man-made ceramic, porcelain and quarry tile. Amazing 
advances in surfactant technology help Viper Stone 

melt away grease, stains and soil and do it without the 
addition of solvents or highly caustic builders. 


situation. Item Description Price —| 
Item Description Price 1610-1913 ean tal Be $23.91 x D 
1636-0582 Viper Renew CH49L, 1 gal. (ea) $36.14 
Viper Venom Powder with Citrus 
Viper Venom Viper Venom Powder with Citrus is a heavy duty tile 


& grout prespray designed for use with all types 
of pump or electric sprayers. Best 
results are obtained when mixed 
with hot water. 


Ifyou prefer a high alkaline, solvent 

fortified chemical to deal with heavy soil 

on hard surfaces, you want Viper Venom. The 
original tile and grout cleaner, it removes years 
of built-up grease, dirt and stains. 


Dilute it 1:1 for tough jobs, more for lighter jobs. You'll see the VIPER 
dirt start to lift out of the grout even before you begin using VENOM 
your machine. Rinse well. mass 


Item Description Price Item Description - Price 


A70618 Viper Venom CR22GL, 1 gal. (ea) $26.82 Pae ET fees 1680-2225 Viper Venom Powder with Citrus CR23A (6.5 Ibs.) $70.62 


ly. Regul t 
1613-0890 Viper Venom CR22PL, 5 gal. (ea) $136.23 be referenced to determine 1681:2226 Viper Venom Powder with Citrus CR23A (36 lbs.) $276.98 
eligibility for air shipment. 


Viper 7 Neutral Cleaning Agent 


Viper 7 is an excellent neutral cleaning agent used as a 
maintenance cleaner, as well as to rinse and neutralize hard 
surfaces where alkaline or acid cleaners have been used first 
(such as Viper 11 or Viper 2). 


Viper Peroxibright 


Peroxibright CTG is a synergistic product breakthrough that 
cleans and brightens even the grungiest concrete, tile and 
grout floors, fixtures, and walls. The activated effervescent 
solution gets into every crevice, crack and pore to emulsify, 
dissolve and deflocculate even the most stubborn soiling. 


VIPER 
Item Description Price tem Description eric 
: re t Viper 7 Neutral Cleaning Agent 

1677-1622 yae a CTG CH41GL, $38.74 1667-1618 CHASGL, 1 gal. ea) $32.57 
Viper Peroxibl Viper Grout & Concrete Sealer 

iper Feroxi ast Our most economical sealer, this unique formula achieves K 
Viper Peroxiblast Powder cleans and degreases the grungiest all the benefits of solvent-based grout sealers in a water- 
concrete, tile and grout floors, fixtures, and walls with a based product. It resists soils, stains, chemical degradation, 
concentrated balance of surfactants and alkaline builders biological growth and even efflorescence and offers 
that are oxygen activated. This high performance, heavy- excellent oil and water repellency. 


duty concrete, tile and grout cleaner and degreaser safely 
replaces mineral spirits and chlorinated solvent-based 
heavy-duty concrete degreaser products. 


Can be used on grout, concrete and any porous tile such 
as quarry or Saltillo, and is vapor permeable. 


VIPER 
Mut & CONCRETE SE 


Item Description Price 


Item Description Price 


Viper Grout & Concrete Sealer 
1687-2121 Viper Peroxiblast CTG (7.5 lbs) $79.25 D a 1680-2112 CHOSGL 1 gal. (ea) $79.74 


NEW DAWN Professional 
HEAVY-DUTY : 
POWER WASH* ~ * 


With the power of an 8-hour 
soak in minutes, NEW DAWN 
Professional HEAVY-DUTY 


POWER WASH can: 


* pre-treat tough baked-on grease 
prior to the 3-comp sink 


e clean in-place hard to wash, 
immobile or bulky items 
PROFESSIONAL 


¢ clean-as-you-go specialty & HEAVY DUTY 
frequently used items POWERWASH 


z ommencia, G 
*A must-have in every foodservice & restaurant 


kitchen, because it’s perfect for washing all 
wares outside of the 3-compartment sink 


Professional 


Laundry Detergent... 
America’s #1 EUCASEORANTN 
Detergent, 


NOW SPECIALLY FORMULATED 
FOR PROFESSIONALS * 


s 2025 - where innovation 


SCAN TO SEE MORE 


" 


IX Guard 38” x 100’ Surface Shields 
TO JAME Builder Board Clean Mats 


Help keep your customers carpets 


seme i duty, water-resistant temporary floor clean with these 24”x 36” tacky 
protection mats. Just put them in the 
+ Repels water, mud, paint, and more doorway of an exterior entrance or 
+ Keeps water from soaking through and damaging room you are working in. Stepping 
expensive flooring on the tacky mat removes dirt and 


ri 
rom tracked-in water and job site spills debris from shoes. After the top layer is soiled, simply tear it off and 
throw it away. Each mat features 30 tacky layers. 


+ Protects floor 
+ Allows vapors to escape for maximum breathability 


+ Tough enough to be driven on - approx. 45 mil. thick _Item _ Description Price 
+ Easy to install - lays fast and flat 73252 Surface Shields Clean Mats, 24"x 36", Blue, 30 layers per mat (4/cs) $62.45 
+ 1 roll covers the same area as 10 sheets of masonite "i 

+ A green product - 100% recycable Surface Shields 


Sticky Mats 


The Step n Peel Clean Mat is a 
polyethylene film mat with a tacky 
surface to remove dust and dirt from 
footwear. Features a sturdy, reusable, backer 
board. 25.5”X 31.5” Mat comes with 30 
Clear Layers. Surface Shield DG30W. 

Item Description Price 


56194 24"x 30" Clear Dirt Grabber Replacement Sticky Mats, 30 Layers; 4 mats per case $83.32 


Item Description Price Tacky Mats, Framed r ` 


A20719 Builder Board Heavy Duty Fiberboard Flooring, 38”x 100' (roll) $74.57 e Reusable frame with non-skid backing 
+ Refills are easily replaced 


1640-2570 Tape Roll, 3" x 180" (ea) $19.44. Removes dirt and dust from shoes 
instantly 
+ 30 layers per mat 
Item Description Price 


25.5"x 31.5" White Tacky Mat w/ (30) Clear Layers 24’x 30” and White 
56193 Backer Board (ea) $64.18 


+ Use to gain USGBC LEED points 


M) acy ists 


Your Ultimate Clean & ` 
Safe Jobsite Solution! DRAGON’ 
Dragonskin Armortech™ embodies the importance of N N | 

maintaining a clean environment on the jobsite with 


Tacky Mats designed specifically for contractors who 
demand the highest standards of dust containment. 


ARMORTECH | 


Advanced Adhesive Surface: 

Our Tacky Mats feature a specialized 
adhesive surface that effectively captures 
dust, dirt, and debris from footwear, tools, 
and equipment upon entry, preventing 
contamination of clean work areas. 


Durable Construction: Crafted from 
high-quality materials, our Tacky Mats are 
built to withstand heavy foot traffic and 
harsh job site conditions, ensuring long- 
lasting performance and reliability. 


Representative Image 


Easy to Install and Replace: With a simple peel-and- 
stick application, our Tacky Mats can be effortlessly 
installed and replaced as needed, minimizing downtime —— 


and maximizing productivity. P p 


Compatible with Shoe Covers: Pair these Tacky 
Mats with our durable Shieldtech shoe covers for ' 
comprehensive dust containment solutions that keep the 

entire workspace clean and tidy. BLUE 


ee 


Item Description Price 

2677-6219 Dragon Skin Armortech 24" x 30" Tacky Mat Clear Replacement Mats, 4/Case (ea) $66.66 

2673-6316 Dragon Skin Armortech 24" x 30" Tacky Mat Blue Replacement Mats, 4/Case (ea) $56.66 

2673-6215 Dragon Skin Armortech 25.5" x 31.5" Tacky Mat Backer Board with 24" X 30" Clear Mats (ea) $45.42 Underside backer (2673-6215 only) 


c-30 N mT | PIT 
ie 


E-Z UP® Dust Containment 2 Dragon Skin Armortech AAN 
Blue Hard Floor Film SKIN 


Sheeting Poles 


E-Z Up Poles will keep debris and dust 
contained to the work area, reducing 


clean up. No loose parts that break 

or go missing. Extra durability and 

easy set up; simply clip plastic onto jgmaco 

the quick clip and adjust the pole | ; 

to ceiling height. Unique foot pedal 


ensures a snug fit. 


Fe 


pE] 


= b 
Item Description Price A 
3 rimaco E-Z Up Dust Containment i) 
1630-3327 Poles, 12in, 2/Pk (ea) $167.41 j 3 a | 
a 
rimaco E-Z Up Dust Containment f aE <A 
1673-3521 poles Doin, 2/Pk (ea) $232.71 : Me. a Z Pe: 
da 

Zi T + Heavy-duty, premium hard floor film provides up to 30 day protection on tile, 

Ipper tape Keuary marble, vinyl, hardwood floors and countertops 
T h poly sheeting, Blue + Non-slip, tear resistant film is reverse-wound for easy roll-out 

oth ZipperTape s à f . te fad oe 
ae eih Ultimate protection against dirt, paint, dust and more 
doorways on the PREMIUM Item Description Price 
pre BLUE CLOTH 
m ih ZIPPER TAPE 2601-0607 24" x 200' Premium Hard Floor Protection Film - Blue (ea) $51.98 
and stick to create a ed 
zippered entryway. 2m BA 
275" widefor Dragon Skin Armortech DRAGON’ 
maximum seal. Premium cloth Clear Carpet Film SKIN 


tape for added durability. 


Item Description Price 
1618-5480 X-Guard Zipper Tape, Blue Cloth, 2/Pack (ea) $14.39 


Chemsafe™ Ram Tack Spray Glue 

+ Astrong, high-tack, translucent web spray adhesive 

+ Effectively bonds poly sheeting to walls as well as -— 
providing a more permanent seal when bonding 
poly to poly = 


+ Contains no methylene chloride aw 
Item Description Price | 
57002 ee Glue, net wt. 12 oz. $69.12 
STOODAL Ful mii ans) $75.90 —— 
57009 me “ne Degreaser*, 15 oz. $97.68 


SELF-ADHESIVE CARPET FILM 
[ssorennows sansa sete ron soam cares errs 


Hold 


*For facility use in California Air Districts under SCAQMD's Rule 1171 Sol- Strong 
Clean Release EB 2tin x 2001 pee 


vent Cleaning Operations, limited quantity aerosol use applies. 


+ Premium, heavy-duty self-adhesive film provides ultimate protection against 
dirt, paint, dust and more over carpet on the job site 


Poly Hangers 


Allows fast, labor-saving installation of no-fall 
horizontal or vertical full containments, 
connecting tunnels, etc., with no damage from 
tape or glue. 


+ Maximum hold, no-slip film is reverse-wound for easy roll-out 

+ Up to 30 days of protection 
Item Description Price 
2611-0700 — 24" x 200' Premium Carpet Protection Film - Clear (ea) $46.90 


Item Description Price 
56097 Poly-Hanger #3 (100/bx) $306.56 


2609-0504 — 36" x 250' Premium Carpet Protection Film - Clear (ea) $74.47 


Dragon Skin® Premium 
Painters Tape 


This premium painters tape has combined top- 
quality, high performance and clean removal of 
Block-it Technology. 


+ Clean, crisp paint lines, the first time, 
every time 


+ Prevents paint seep under the tape 


+ 14 day clean removal + Conformability 
+ Indoor / outdoor use + UV resistant up to 14 days 
+ Ideal for hanging plastic sheeting and + Ideal for hardwood floors, lacquer 
masking paper and laminate surfaces 
Item Description Price 
73097 Dragon Skin Premium Painters Tape, 2"x 60 yds (roll) $10.27 
97891 Dragon Skin Premium Painters Tape, 3”x 60 yds (roll) $14.38 


Dragon Skin® Double Coated Masking Tape 


+ Double-coated for double- 
duty — no extra taping 
needed 

+ 7 Day Clean Removal 

+ Conformable to 
various surfaces 

+ Moisture Resistant 

+ Easy tear edges 


Price 


Item Description 


Dragon Skin Double Coated Green Masking Tape High/Low 


Painters Tape, 2”x 20 yds (roll) $20.73 


1689-6223 


Dragon Skin® Premium 
Polyethylene Tape 


+ Clean removal, even in a wide range of 
temperatures 


+ Ideal for water extraction mat tape-down 
+ Maintains a water-tight seal 


+ Secures poly sheeting for dust containment, 
negative-pressure, 
and lay-flat 


+ Easy-tear edges 


Item Description Price 
1613-1993 Dragon Skin Tape, 2x 60 yds (roll) $14.47 
1615-1995 Dragon Skin Tape, 3x 60 yds (roll) $23.03 


Dragon Skin® Double 
Sided Tape 

+ High-tack for a quick hold 

+ Cloth liner and rubber adhesive 

+ Paper backed liner for easy application 

+ Designed for a strong hold and clean release 


Item Description 


1600-5249 Dragon Skin Double Sided Tape, 2”x 36 yds (roll) 


Raptor Grip Tape 
High-tack adhesive gives a strong 

ond to most surfaces, in a wide range 
temperatures. Ideal for bonding to 
olyethylene sheeting and films. 


G oS 


TNICKNESS: 22s se rersanrntacas 7 mil 
Backing Material............... Polyethylene 
Tensile Strength .............4. 25 Ibs 
Adhesion Strength............. 75 in/oz 
Elongation... a.a 85% 


Price 
$112.93 
$112.91 
$112.93 
$112.91 


Item 
1663-4899 Raptor Grip Poly Tape, Yellow, 2”x 60 yds (24/case) 


Description 


1664-4890 Raptor Grip Poly Tape, Yellow, 3”x 60 yds (16/case) 


1608-5019 Raptor Grip Poly Tape, Blue, 2x 60 yds (24/case) 


1609-5010 Raptor Grip Poly Tape, Blue, 3”x 60 yds (16/case) 


RaptorGrip General Duct Tape 


Designed for professional contractors, RaptorGrip’s 
unique formulation of PE-Coated backing 

and natural rubber based adhesive provides a 
superior blend for a strong bond to most surfaces. 
Other features include moisture resistance, 
conformability to a wide variety of surfaces and 
resists twisting and curling. Also, Low VOC content 
qualifies under LEED (EQ Credit 4.1). 


Item Description Price 
2646-4382 RaptorGrip General Duct Tape, 2"x 60 Yds, Silver (24 Rolls/Case) $11 1.87 
2647-4383 RaptorGrip General Duct Tape, 3”x 60 Yds., Silver (16 Rol/Case) $120.15 
Polyken 223 Duct Tape POLYKEN’ 


+ 10 mil thickness 


+ Made with Protech” performance tape 
technologies 


+ Made in the USA 


Item Description Price 
Polyken 223 Red Duct Tape, 

57146 7" 60 yd (24 r/c) $159.18 

57151 Polyken 223 Red Duct Tape, $159.08 


3"x 60 yd (16 rl/cs) 


Scapa Polyethylene Tape 

+ Polyethylene film, low-residue adhesive 

+ Bonds well over a wide temperature range 
Item 
A62880 Scapa Yellow PE Tape, 2”x 60 yds (24 rl/cs) 


Price 


$116.85 


Nashua’ 


TAPE PRODUCTS 


Description 


Nashua 140B Blue Painter's Tape 


Nashua 140B 2"X 55 Meters 14 Day Blue Painters Masking 
Tape is a must-have for professional contractors. With a tensile 

strength of 24 Ibs, this masking tape is durable and strong for all 
types of masking, securing and cutting. 55 meters in length help 
guarantee you will have plenty on hand for those big jobs. 


Item Description Price 
Nashua 140B Blue Painter's Tape, 
60937 om 60d, (ol) $8.24 


HEPA Filters for 
Guardian R500 or 


Dri-Eaz 500 System | 
+ 99.97% efficient HEPA 


AS LOWAS 


S s805 


NC Filtration Ring Panel Filter Pad, 13 in 


Secondary Ring 
Panel Filters 


+ Plastic separators 
+ Durable plastic frame 


1602-9340 F BACK 


x 13 in x 1 in, Non-Woven Media, 13 in 

Width, 1 in Height, 13 in Depth, MERV: 6 

+ Constructed of non-woven fiber, this 
filter's uniform thickness results in a 
consistent performance 


1682-0413 A14168 
Item Description Price 
1602-9340 Generic filter for Guardian R500 18”x18"x2.5" (ea) $155.31 
1682-0413 OEM HEPA filter for the Guardian R500 18"x18"x2.5 (ea) $278.45 
A14168 OEM HEPA Filter for the HEPA 500 16"x19"x2.25” (ea) $201.88 
1657-3331 Generic HEPA filter for the HEPA 500 16"x19"x2.25" (ea) $157.70 
HEPA Filters 
+ 99.97% efficient HEPA 
+ Double-edge aluminum separators 
+ Durable Neoprene gasket 
+ Wood frames 
Item Description Price 
55021 HEPA Filter 24”x 24”x 11-1/2" (ea) $148.58 
55037 2000 CFM High Capacity HEPA Filter 24”x 24” x 11-1/2" (ea) $203.79 
55174 HEPA Filter 16”x 16”x 11-1/2" (ea) $130.65 
55089 Gasket Sealed Wood HEPA Filter 12”x 12"x 11-1/2" (ea) $99.20 
A22804 HEPA Filter 16"x 16"x 6" (ea) $109.66 
HI-FLO MERV-8 Janr 4 
Dehumidifier Filters (dama 


+ MERV-8 efficiency 

+ 20% less air restriction than traditional pleats 

+ Five times more dust and particle capacity than 
traditional filters 


+ Lower pressure drop for optimum performance 


Item Description Price = Item Description Price 
1636-5862 9"x12"x1" (ea) $14.67 1608-2149 15”x 16.5"x 1" (ea) $20.35 
1609-2140 11"x10"«1" (ea) $16.89 1606-2147 14x 14"x 1" (ea) $22.02 
1604-2145 12"x12"x1" (ea) $17.78 

MERV-8 Pleated Filter 


+ Moisture resistant + Ideal for filter service 
+ MERV-8 engineering 
provides an excellent maintenance plans 
combination of rugged + Extended service life 
construction and high- + Completely disposable 

quality performance 


Item # Description Price 
55017 24"x24"x2" 12/3 $64.87 
Ag99063 = 24"x24"x 1" 12/cs. $85.20 


erry 


Y i \) 
programs and preventive A ROKKI 


WUXI X 
BY ANI 


A 


2673-5047 21"x 19"x2",6/cs $119.70  Item# Description Price 
2652-5182 21"x19"x1"12/s $125.45 55015 16"x20"x2"12/s $63.70 
55088 16"x16"x2"12/s $89.29 55034 12"x 12"x2", 12/cs $59.85 
A66235 = 16"x16"x 1" 12/cs._ $86.60  A78394 12"x12"x1", 12/cs $68.69 


+ It comprises heavy gauge wire for 

added strength and support 

Item Size Price 
55012 13"x13"x1" $116.83 
55014 24"x24"x1" $90.50 
55098 16"x16"x1" $80.15 

24/case 

A51938 12’x12"x1" $98.58 
C200 Carbon 
Pleated Filters 


For odor and particulate control in light to xX 
moderate odor conditions. Fits most 2,000 
CFM air scrubbers. 


+ 200gm carbon per square meter 
+ All-glued construction 

+ Durable high wet-strength frame 
+ Two times the odor removal compared to standard carbon filters 


NC Filtration C200 Carbon Pleated Filters (sold by the each) 


Item Description Price Item Description Price 
1646-4481 16"x16"x2" $22.63 1644-4489 16"x16"x1" $21.35 
1645-4480 24"x24"x1" $23.60 1620-4796 16"x24'x2" $32.81 
1640-4586 24"x24"x2" $30.40 1627-4692 18"x24'x2" $38.06 


Activated Carbon Filter 


Ideal for the removal of odors in commercial or 
heavy industrial applications. 


Captures a wide variety Extended service life 
of volatile organic Completely disposable 
compounds (VOCs) 

Item Description Price 
1698-5552 Activated Carbon Filter for Defendair 500, 16" x 16" x 1" (ea) $44.46 
1601-9349 Activated Carbon Filter 18" x 18" x 1" (ea) $93.68 

Pre-Filter Pads 

+ Constructed of non-woven fibers 
+ Uniform thickness 

+ Die-cut moase | 

ltem Description Price Item Description Price 

55007 24"x24"x 1/2". $36.95  A51977 12"x12"x1/2" $28.46 

55018 13"x13"x1/2" $39.76 55097 16"x16"x1/2" $39.59 


Syclone Air Scrubber Prefilter 


SYCLÓNE 
Item Description Price 
1695-8009 Syclone Prefilter for Syclone $33. 46 


HEPA Air Scrubbers (5/pk) 


R FILTERS & DUCTIN 


if 


C100 Carbon Pleated Filters 


NCFILTRATON 
These carbon pleated filters are premium quality odor 

reduction filters. The specialized media used in these 

filter offers BOTH particulate and molecular filtration. Item Description Price 
Odorous gases and vapors are attracted to and held by A12349 24"x24"x2"(12/cs) $253.58 
the unique properties of the activated carbon material. ia png St 

ot only are these filters designed to attract and hold aE) ME Se 9193.53 
small particles, but they remove formerly unfiltere 55099 12'x12"x2"(12/cs) $218.19 
gases and odors from the air. Ideal for variety of odor 55508 = 24"x 24"x 1" (1/ea) $21.51 
control applications including: food odors, new paint, 55509 175x175") $15.06 
ew carpet, bathroom smells, smoke, pets, and more. 


Carbon Pre-Filter for Sydone HEPA SYCLONE 
400CFM Negative Air Machine 


he Syclone Carbon Prefilter is the smoke/odor solution you have been looking for. Used in conjunction 
with the standard filtration in the Syclone HEPA Air Scrubber Sentry X4. The Carbon Prefilter slips snuggly 
over the first stage filter retaining cage. 


ade with premium high VOC adsorbing active carbon bonded to thick multi-density media at a dry 
carbon weight of 340 GSY. The multi-density design allows increased carbon coating and secondary dirt 
olding capability. 


a 


h 


Unlike other carbon solutions, the filter remains pliable over the life of the filter and won't crack. Moreover, 


he design allows for a low initial pressure drop, extending the life of the prefilter. 


Item Description Price 
2677-1612 Syclone Carbon Pre-Filter for 400 CFM Negative Air Machine, 5/PI $161.50 


"Sales & 
Account Reps 


= Service 
Technicians 


-= Mechanics 


-Site Managers 


- Customer 
Service Reps 


GMS Power Distribution Center (G-Unit), | OT 
Range and Dryer Adapters GMS POWER BOX KIT 


The Residential Contractor Kit is the perfect power solution for any contractor doing work inside a 48 AMP OUTPUT 


residence, adding 48 Amps at 120 Volts. This kit comes with: 
+ Power box (G-Unit) 

+ New and old style range adapters 

+ New and old style dryer adapters 


+ Sft extension cord rated at 30 Amps 


The Kit comes with a power box (G-Unit), new and old style dryer adapters, a 25ft extension cord 
rated at 30 Amps, and includes the GMS Trolley Bag to hold all of your equipment. 


Item Description Price 
1669-5417 GMS Power Distribution Center G30-B01, 30A, Blue (ea) $1,098.47 
Portable GFCI’s PRIME” Wire PowerView 2’ 


Extend your workload and get 12/3 STW 3-Outlet Adaptor 
ee Designed to give maximum flexibility for portable power aa 

ile apinowertord needs at the job site. Triple-tap adapter enables use of three — 
R EE ARP i power tools from one outlet on a 12/3 or larger extension a4 
ated at 15 amps, and = 

astura anautomiati = cord, a generator, or a temporary power box. Meets OSHA Ee 
rset indion Neyer chin a requirements for use on job sites. Solid molded-on vinyl w ae | 

i connectors for high resistance to breakage and abuse. 

run short on outlets on ŝo 

he job again. + Water Resistant 

S i + Flame Retardant 
Item Description Price + Abrasion Resistant 
58013 a al 24" Cord Set With Automatic Reset, 15Amp $31.67 + Nickel-Coated Brass Blades Resist Corrosion 
+ Flexible Temperatures from -40°F up to +140°F 

Outdoor Vinyl Extension Cords Item Description Price 
OSHA-approved heavy duty, round vinyl 2691-3234 PRIME Wire PowerView 2’ 12/3 STW 3-Outlet Adaptor (ea) $112.04 


extension cords. Molded-on and bonded 
vinyl plugs and connectors resist 


breaking or pulling off cord. Light Bulbs 
+ Double-insulated For rough work environments where you need bulbs to last. 
+ Non-marring Extra heavy duty 
« 125V/15A rating filament. 
+ 100 watt 
+ 120 volt 


+ Brass Base, Quartz 
+ 1000 Lumens 
+ Frosted Lamp 


Item Description Price 


Item Description Price 
58006: <30 M iigleTap een) $61.18 58031 500Watt 120 Volt Quartz Halogen Bulb (ea) $1.91 
58007 100 ft. Single Tap 12/3 Extension Cord (ea) $110.51 
Energizer Industrial Alkaline Battery Light String with 


Plastic Cages Bulbs ot 
12/3 SJTW light string with + 150 watt included 
plastic cages. For use with + 125 volt 


The long lasting power found in these alkaline 
batteries with a design enhanced for today’s 
heavy current or continuous use applications. 


_ 


1.5 volt; no mercury added, special disposal Messenger Cable + 15 amp 
not required. Excellent shelf life. 12 per pack. , 

Item Length Price 
Item Description Price 58021 100' $202.86 
75025 Energizer Industrial Alkaline D Battery (pk) $3.56 58020 50' $113.95 


FOAM-iT Pump-Up Foam Unit 


Compact and stable, with manual pump, product-level 
view stripe, and pressure relief valve for safety. 

+ Comfortable grip handle with on/off trigger 

+ Nozzle with 110 degree fan tip 

+ Viton pump seals for chemical compatibility 

+ Polypropylene tank and pump head 


& FOAN-iT 


Description 


t 


Price 


Item 
1672-6212 FOAM-iT Pump-Up Foamer Unit, 1.5 Liters, White Tank (ea) 


$58.76 


PureMist Wet Fogger 


Compact & stable. PureMist fogger 
is the best choice for open-area 
and sub-surface deodorizing, and | 
disinfecting with water-based 
deodorizers and disinfectants that 
are EPA approved for fogging. € 
You control the settings 
On fine settings, the PureMist 
atomizes 95% of its output to particles == 


of 20 microns. Ideal for deodorizing and 
disinfecting! 


AA 
tarso 


On heavy settings, 95% of its output is below 60 microns. Perfect for duct sealing 
or applications where heavy wetting is desired. 


The PureMist Fogger has an ultra high-speed, 2-stage motor, variable output from 
0 to 18 oz. per minute, adjustable flow control valve, flexible 32” directional hose 
and a corrosion-proof poly supply tank. 


Item Price 


1686-1864 PureMist AS40 Light Blue ULV Wet Fogger with Flow Control (ea) $523.88 


Description 


Hydro-Force 2 Gal. 
Pump Up Sprayer 
“The World's BEST Sprayer” 


1. Clip for wand is now molded into 
lid (increased durability) 


HYDRO-FORCE 


innovsðng since 1974 


2. Pressure relief valve can be turned 
and locked open/closed 


3. O-ring is now on the tank instead 
of the cap (less contact with 

chemicals) 
The perfect sprayer for small to 
medium jobs. 


+ Heavy duty chemical resistant hose 


+ 18” Brass extensio 


+ Solid brass trigger assembly 
+ Completely rebuildable 


ULV Cold Wet Foggers 


Handle both oil & water based chemicals. Excellent option for disinfection and 
odor control chemical dispersion, with flow control options. 


Item Description Price 
2634-0240 ULV Wet Fogger, 12-Liter Backpack (ea) $374.54 
2684-0633 ULV Wet Fogger, 5-Liter (ea) $416.08 


Electric Hot Fogger 


Versatile; creates a dry fog, 
similar to smoke created 
by fire. Follows the path of 
smoke and neutralizes the 
odor. Can be used as a solvent sprayer. Has 
durable aluminum solution tank. 


Price 


$322.25 


Item Description 


1614-1677 Burgess 982 Professional Electric Hot Fogger, 110V (ea) 


prayers 


1699-2594 
1621-0243 


1666-2241 


1603-2916 
Heavy Duty 


Viton seals for both solvents and water-based chemicals. Easy-filling funnel top, 
and all-brass spray gun. Fully rebuildable. 


Commercial 
Ideal for prespray and all water-based solutions, including acids. Transparent tank 


+ Heavy duty parts + Brass fan pattern jets shows the liquid level; durable plastic valve and extension; easy-fill funnel top. 

+ Wide mouth, easy fill bottle + High volume easy pump Fully rebuildable. 

< Viton check valve + Tough Item Description Price 

+ Pressure gauge & relief valve + Long lasting 1699-2594  2-Qt. with Pressure Release (ea) $31.14 
lei Description Price 1603-2916  3-Gal. Poly Black Heavy Duty (ea) $104.45 
1649-2819 — Hydro-Force Pump Up Sprayer, 2 Gal. (ea) $115.17 1666-2241 3-al. Poly Transparent Commercial (ea) $52.70 
1640-2911 Hydro-Force Pump Up Sprayer, 3 Gal. ( 1621-0243 3-Gal, Transparent Multi-Purpose (ea) $56.73 


ea) $125.89 


Hydro-Force BPS9 HYDRO-FORCE’ 
Professional 


Wheeled Cart 


Battery Sprayer 


The BPS 
abor an 


p 
9 


i 
without 
t 


models. 
pet 
caps 


dmo 


+ 9ga 
lida 
+ Upgr 


+ 5 posi 


+ 18vLi 


(co 


+ Stain 


Item 


c 
el 
deodorizers, disi 
a 


9 Pro reduces 
d improves 


roduction rates. The 
-gallon capacity tank 
ves hours 0 


refilling and 


e sturdy cart offers 
improved mobility 
over competiti 


ve 
Perfect for 
re-spray and 


e. 


ess steel exte 


operation 


lation cleaners, protectors, 
nfectants, pesticides 


on tank with wide mouth easy fill 
d low point drain 

ded wheel and axle 

tion variable speed pressure 
pump up to 115 psi 
thium-ion battery with 3 hour 
inuous) run tim 
+ Durable recoil hose 
sion and quality gun jet 


innovating since 1074 


ê 


z 


Description Price 


2678-0647  Hydro-Force Professional Wheeled Cart Battery Sprayer (ea) $455.72 


Spud Bars 


Heavy duty steel floor scrapers with terrific leverage 


and a long life. 
Black D-Handle Spud Bar 


e 17 Ibs 


+ 53.5” long bar shaft, tapered 7.5” flange 
+ 2slots for blade insertion 


Orange T-Handle Spud Bar 


+ 16 lbs 


+ 66" long bar shaft, 3” blade width 
+ Blade holder designed to prevent buildup 


Item Description Price 
son els 
seas (erie 6174.58 
Accessories 

58218 Ai Blade for $15.37 
58238 ee aoe Blade for $15.20 
57559 ela Blade for $26.58 
58234 ae Blade for $66.15 


Sledge Hammers 


Alb. 16” Handle 
+ Drop forged and tempered head 


+ Heavy Duty Fiberglass handle 
+ Ergonomic rubber grip 


28lb. 36” Handle 
+ Drop forged 


+ Heat Treated 
+ Chamfered to prevent chipping 
+ Fully Polished 
illed faces 


+ Heavy Duty Fiberglass handle 


Item Description Price 
2607-0856 lb Fiberglass Sledge Hammer w/16" Handle (No Cuff) $31.75 
2601-3262  8lb Sledge Hammer w/36" Fiberglass Handle $27.66 
Utility Knife @ 
Item Description Price 
57014 Utility Knife (ea) $6.36 
57015 Replacement Blades (100/bx) $10.99 
Breakaway Knife 


Item Description Price 
57415 8-Point Breakaway Knife (ea) $1.71 
1600-3903 Replacement Blades for Barque Knife (10/pk) $5.42 
Fiberglass Step Ladder Dcouisyitte 


A non-conductive fiberglass step ladder extra-heavy duty — 
capable of supporting 300 Ib. a 


Equipped with DaBoot for slip resistant footing, the SHOX 
system and the Prolop, a non-conductive structural 
molded top with hardware tray, paint can holder, 
handyman’s tool slots, and pipe holder. 

Curved front of top provides leg comfort and 
convenient magnet to secure small steel parts. 


g 
+ Wide back braces 
+ Full channel fi 


erglass rail 


+ Reinforced bottom back brace 


+ Slip resistant rubber feet 


+ Double-rivet step construction 


Item Description Price 

A25122 4ft. (ea) $128.46 ə 

57890 5ft. (ea) $168.47 i i 
57891 8ft. (ea) $250.93 i KE | 
57883 Wile) $314.12 “eats 


Wire- 
Tooth 


Tooth > 


Stainless steel wire brush. 
+ Strong, durable 
plastic handle 


+ Compact for hard-to- 
reach areas 


+ Effective for fine- 
detail work 


Item Description Price 


57478 Stainless Steel Wire Tooth Brush (ea) $1.47 


Nylon Tube/Spout Brushes 


Item Description Price 


75122 Stiff Brush Bottle 2” Dia. (ea) 


Carbide Scrapers 


Carbide 100X Blades are diamond-ground to produce an edge 
sharper than steel. These blades will scrape paint faster and 

cleaner than any standard, hardened steel blade. Soft-grip A 
handle includes a removable Phillips screw bit in the ff 


grip cap for changing blades. gq 


WARNER 


i 


Item Description Price 


75471 100 x 2-3/8" Carbide Scraper w/Knob (ea) $28.99 


75477 2-3/8" Carbide Scraper Double Edge Blades (10/Pack) $146.99 


Razor Scraper 

Us blade replacement razor scraper blade. 
+ Size: 4in 

+ Blade Length: 4 in 

+ Standard Packaging: 10 per Pack 

+ Weight: 0.100 


Item Description Price 


Pro Roller Co. Dripless® Roller Covers 


the ultimate roller cover manufactured using \ 
the very best high density woven fabric 


coupled with a unique finishing process to 2643813 
provide maximum pickup and release, for 
flawless, lint free, and super smooth finish. 
+ High density woven fabric resists matting 2642-5874 


+ Produces the smoothest, lint free finish 
+ Virtually no splatter 


CE \ 
+ For use with all w enamels, 


ethanes, epoxies, a 
pd 2649-5770 


marine coatings 


+ Heavy Duty 
plastic core 
ry Piro Beer G Roller Co. 
Item Description ai 
2641-5873 Pro Roller 9" X 1/4" Dripless Lint Free Roller Cover $2.90 
2642-5874 Pro Roller 9" X 3/8" Dripless Lint Free Roller Covers $2.95 
2649-5770 Pro Roller 18" X 3/8" Dripless Lint Free Roller Cover w/ End Caps $6.45 


Pro Roller Co. = Pro RollerCo. &@ 
Roller Frames 


J 


2656-5174 


+ Professional bright plated frame 
+ 5/16" shank, 5-wire H.D. cage with nylon bearings 
for smooth operation, end peened over for 
long life 
+ Oversized H.D. plastic handle with 


die-cut threads and metal ferrule 
2658-5834 


Item Description Price © 
2656-5174 Pro Roller Frame 9" $8.45 
3 ro Roller 12"-18" Adjustable 
2658-5834 eame $6.45 | 


2650-5279 ProRoller6" Mini Frame Short $4.22 2650-5279 


57496 9" Wire Paint Roller Frame (ea) $4.04 


9” Wire Paint Roller 


Item Description Price 


75649 9" Wire Paint Roller Frame (ea) $6.69 


High Density Polyester Knit Roller Cover 


Resists matting for uniform coverage, 
and holds more paint for improved 
productivity. Perfect for low sheen 
paints. Excellent pickup and release. 


+ For Use On: Semi-Smooth Surfaces, 
Walls & Ceilings 
+ Forall latex and oil-based paints, primers and exterior stains. 


Moisture and Solvent Resistant Core 
Item Description Price 


Dynamic 51001 One Coat Professional Paint Roller Cover , 


2648-4497 9"x 3/8” Nap (ea) 


Pro Roller Co. Dripless® Mini Rollers 


+ High density woven fabric resists 
matting 

+ Produces the smoothest, lint free finish 

+ Virtually no splatter 

+ For use with all paints, enamels, 
urethanes, epoxies 


== Pro Roller Co. 
oo 
Item Description Price 
2648-5779 Pro Roller 6" X 3/8" Dripless Mini Rollers (2-Pack) $3.30 


Pro Roller 6 -1/2 X 3/8" Pro Performance -Woven Shed Resistant Mini $15 00 


2648-5870 Roller (12 Pack) 


Don’t see it here? 
Call us for solutions! 


Komelon Stainless 
Steel Measuring 
Tape 

Why would someone need a 
stainless steel tape measure? It’s 
a “must have” because Komelon's 
Stainless Steel products resist rusting 

extending our products long life. The Stainless Steel Gripper is ideal for 
working in wet, dirty conditions and has a non-glare, two sided silver blade. 
The Stainless Steel Gripper's metallic components are the toughest out there and fit 
in perfectly for use next to your wet saw. The blade on the Stainless Steel Gripper 
has five layers starting with a stainless steel blade and finishing with a tough 
embossed finish. This tape measure will get you through it all--whether wet or 
dry, clean or dirty. This is one tough tape. 


+ Nylon Coated Stainless Steel Blade 


+ Stainless steel blade, end hook, and inner components 


+ Dual side printi 


g on non glare silver blade 


urable rubberized case 


Item Description Price 
$12.92 
$16.22 


1612-6676 1612-6676 Komelon 16' x 1" Stainless Steel Measuring Tape (ea) 


1613-6475 Komelon 25' x 1" Stainless Steel Measuring Tape (ea) 


1613-6475 


Barricade Tape 
+ Polyethylene 


+ Meets OSHA 1910.144 for marking 
physical hazards 


+ 3” width x 1000’ length rolls 


><evaro 


Item Description Price 


Measuring Tape 


The Komelon Gripper tape measure 
has an easy grip, thick rubber jacket 
surrounding it’s ergonomic compact 
case. The blade is acrylic coated for 
added strength and reliability. Its compact case is ergonomic and fits 
comfortably in your hand. The nylon coated blade is made to last and is 
resistant to wear. The finger-stop on the 25 ft. and the 35 ft. models provide full 
control and protection from blade whipping during retraction. Last but not least 
is the 12 ft. of true standout, providing a straighter and more accurate use of 
standout on any job site. 


Item Description Price 

2613-6869 —25'x 1" Black Gripper Measuring Tape (ea) $7.99 
2615-6861 25' x 1.25" Wide blade Contractor TS Measuring Tape (ea) $17.99 
2616-6862  40' x 1.25" Wide Blade Contractor TS Measuring Tape (ea) $26.99 


1649-5210 Yellow Caution Barricade Tape, 3”x 1000’ (ea) $19.03 


Shovel 


+ Square point 
+ Open-black blade 


+ 45”wood handle with cushion grip 


Item Description 


2685-0545 Square point, long wood handle (ea) 


Plastic Grain Scoop Shovels 


+ Ideal for spill clean-up when using granular sorbents 
+ D-Grip Wood handle 
+ Non-sparking 


Price 


$30.19 


Item Description 
57018 


Scoop Shovel - Polypropylene (ea) 


Komelon Long Steel 
Reel Measuring 
Tape 

Long steel tape measures feature 
1/2" wide steel blades with nylon 
blade coating. They feature heavy- 
duty, ergonomic cases and folding 
rewind handles. 


Item Description Price 

2617-6863 —100' x 1/2" Steel Reel; Steel Measuring Tape (ea) $42.99 
2618-6864 — 200' x 1/2" Steel Reel; Steel Measuring Tape (ea) $75.31 
2619-6865  300' x 1/2" Steel Reel; Steel Measuring Tape (ea) $118.04 
2610-6967 — 100' x 3/8" Gripper Evolution Closed Case Steel (ea) $17.99 


Komelon High Visibility 
Measuring Wheels 

Komelon measuring wheels are durable enough for outdoor use 
and have a composite tread that provides improved traction on 


smooth indoor surfaces. All wheels are high visibility color for 
added safety and measure up to 10,000 feet. 


Item Description Price 

2611-6968 12 Series Measuring Wheel w/ 4" Diameter (ea) $25.69 
2613-6960 — 31 Series Measuring Wheel w/10" Diameter Ft/Inchesr (ea) $54.39 
2614-6961 45 Series Measuring Wheel w/14.3" Diameter Ft/Inchesr (ea) $51 99 
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Don’t see it here? 
Call us for solutions! 


Item Description Price 


57337 Metal Dust Pan (ea) $10.62 


75340 Straight Squeegee Rubber Blend, 18” (ea) $19.94 
75341 Straight Squeegee Rubber Blend, 24” (ea) $20.33 
75343 Straight Squeegee Rubber Blend, 36” (ea) $27.38 
1695-8163 57172 24" Floor Squeegee with 54” Wood Handle $43.79 


Lobby Dust Pans 


Constructed from high impact 
polypropylene plastic. Swivel 
pan and special T-Bar locking 


feature facilitates upright | Foam Squeegees 
l 


Dust Pans 
Plastic 12" wide heavy duty dust pan allows 
for large capacity dumping. Metal 12" pan has 
tough baked-on enamel finish on 20-gauge m . earner 
steel. : 
Move fluids off all floor surfaces quickly and thoroughly. 
Heavy-duty 2”x 1/4” rubber blade, fastened to sturdy, rust- 
ltem Description Price resistant frame. Handles sold separately. 
75127 Plastic Dust Pan (e) $4.11 
j 


carrying. Features a 30” extruded 
aluminum handle. 


1694-8465 


Item Description Price 
1695-8163 Lobby Dust Pan (ea) $23.33 | 
1694-8465 Large Dust Pan (ea) $31.99 


a 


Soft foam conforms to uneven surfaces, to push or pull spilled liquid or debris for 
floors or walls. Adjustable socket accepts most handles. 


Brush (ea) 


Item Description Price 
57471 — Foam Squeegee without Handle, 18” (ea) $7.20 
Plastic Brooms 57472 Foam Squeegee without Handle, 30” (ea) $28.27 
Made of the finest quality plastic fiber with top 
quality workmanship. 
Pot Brushes 
Item Description Price 
pin — Long Handle Pot $13.84 


Item # Description Price 


1640-8561 Lobby Broom (ea) $6.44 


1647-8669 Angle Broom (ea) $9.81 Economy Coarse 
Sweeping Floor 
r Brushes 
Upright Broom 
Upright brooms are excellent for a wide variety of applica- Perfect fora | types of 
tions: wet sweeping, heavy industrial use and all-purpose P ae 


easy Sweeping. 
oes made of top quality 
hardwood, these floor brushes are Handles sold 


designed to tackle any job. te 


Item Description Price 


Item Description Price 


57236 Upright Corn B . 
BIE E Corm room (ea) $11.86 75219 24” Tampico Floor Brush (ea) $28.12 


57288 60” Acme Metal Threaded Tip Wood Handle (ea) $7.35 


Counter Brush 


These counter brushes have a kiln-dried 

hardwood with a clear moisture-resistant 
sealer that will resist oils and 
chemicals. 


Don’t see it here? 
Call us for solutions! 


Item Description Price 
57237 Counter Brush, 8” (ea) $8.92 


Doodlebug Pad & Holder 


+ 3M's most aggressive stripping pad 

+ Resists loading & clogging 

+ Continuous filament coated with resin and 
abrasive to maximize performance 


+ Rectangular shape allows stripping in hard- 
to-reach corners 4 


Item Description 

52376 3M Doodlebug Pad (10/box) $48.36 
52388 3M Doodlebug Pad Holders (4/case) $223.50 
Scrub Pads 


For detail work in cleaning 
and stripping hard surfaces. 


Item Description Price 
1611-0140 Scrub Pad, 6"x 4.5"x 1" Black, (48 per case) $65.67 
1603-8960 Scrub Pads, 6”x 9" Perforated, Green (ea) $0.58 
Yellow Treated Dust Cloth N 
Item Description Price 3 
Yellow Dust Cloth , 24”x 24" ` 

1637-9303 (55 per pal) $23.38 Uaa 
Blue Looped Mop Head 


Specially blended, high grade cotton- 
synthetic yarn provides excellent absorption 
and durability in this general maintenance 
mop. 


Item Size Price 
1695-8530 Large (ea) $9.92 
1694-8539 Medium (ea) $6.96 
1696-8531 X-Large (ea) $11.98 
Cotton Cut-End Mop Head 


+ Good for general-purpose mopping 
+ Economical; cut-end 4-ply Maxicotton yarn 
+ 1⁄4" narrow white band 


Item Description Price 
Cotton Cut-End Mop Head 
37083 without Handle (ea) $3.99 
Mop Stick & Mop Handle 

Item Description Price 
Wood Mop Handle 60", 

1654-8758 Metal Quick Change (ea) 913.07 
54” Wood Handle With 

57085 Quick Change Metal Mop $16.92 


Bracket Without Mop Head 


Terry Towels 


Cotton terry cloth, for stain removal, 
spotting, upholstery cleaning and 


wall washing. { 
Item Description 4 e Price 
A58455 Terry Towels (Reclaimed), 16”x 20" (8 Ibs./cs) $24.19 
A31083 Terry Towels (New), 16”x 19" (40 Ibs./cs) $116.45 
A81689 Terry Washcloths (New), 12”x 12" (100 Ibs./cs) $322.43 
° 2 
Microfiber/Lambswool Dusters a 
Specially-designed for floor to ceiling dusting of high, g 
expansive surfaces, including walls and ceiling á 
moldings. Big Red is very popular 
for restoration and construction 


cleanup. 


Item Description Price 
i Lambskin Special Big Red Microfiber High/Low Duster, 

1688-2072 36719" (es) $50.53 

A84490 Lambswool Duster, 20" (ea) $14.97 

A97297 Lambswool Duster Extension, 35”x 48” (ea) $19.10 


Colored Cotton Fleece Rags - 


Contract cleaning and restoration can be a 
messy job, and there is always a need fora | 
fast, easy and inexpensive way to cleanup. 
Whether it's a small chemical spill or a 
large restoration cleanup job, these rags 
are perfect. Made of a cotton and fleece 
blend material and multi colored. This large 
50 Ib case contains hundreds of ready to 


use cleanup rags for easy disposal or 
re-wash. 

Item Description 

57086 Colored Cotton Fleece Rags (501b/bx) 


Dry Cleaning Soot Sponge 
Natural rubber sponges designed to remove 
soot from fires in a dry state. Tiny porous 

cells lift soot from surfaces quickly 

without smearing. Ideal for use on 

painted surfaces, wallpaper, acoustical 

ile, paneling, lamp shades, paintings, 

and other surfaces. These sponges may be 
sed many times by washing. 


= 


a 


Item 
59900 


Description 


Dry Cleaning Soot Sponge, 114”x 3”x 6" (ea) 


59901 Dry Cleaning Soot Sponge, 3/4”x 3"x 6" (ea) 


Reinforced Scrim 
Bath Towels 


Price 
$32.67 
$38.64 


Item Description 


Towels, White 
(10lbs/cs) 


Towels, Blue 
(10lbs/cs) 


57135 


57030 


Mop Bucket with Wringer 


35-quart mop bucket with squeeze wringer, 
3” caster wheels, chrome head for 
corrosion resistance, and NS Plated 
steel wire head with spring-action 
that locks the mophead in place. 


Price 


$135.27 


Item Description 


35 Qt. Mop Bucket 
Sae w/Wringer (ea) 


Stair Corner 
Wall Guard 


Corner guards protect 
customer's walls. Duk Guards 
with adjustable feet allow you 
to place the guard on uneven 
surfaces. Work without 
damaging walls. 


much 


LOWER 
prices! 


Item Description Price 

1697-2388 Duk Guard Stair Corner Wall Guard, Black with Gray Legs (ea) $27.12 
1699-2380 Duk Guard Stair Corner Wall Guard, Yellow with Orange Legs (ea) $27.12 
1683-2990 Safety Sticker for Duk Guard Corner Guard “Caution” (ea) $2.09 


Carpet Protector Decal 


Eye-catching 3.5”x 6.5” decal; can be applied to 
cornerguards, Duk Guards, or almost any equipment. 
This helps start the conversation about the value and 
benefits of carpet protector. One sale will return many 
times the cost. 


Item Description Price 
Decal, Carpet Protector Promo 
1683-4970 301/65! fea) $1.27 
Plastic Bottle Nozzles 


High output and an extra large spray 
pattern make quick work of any job. 


+ 4.0 ml output 
+ Up to 4 times greater output per | 
stroke 


+ 100 per case us 1687-8338 


Item Description Price 


1687-8338 


Rotomolded Tilt Truck & Lids 


+ Industrial strength construction transports heavy loads 
with ease 

+ Easy handling through commercial 
doors and onto elevators 

+ Smooth surface resists pitting and 
corrosion 

+ Seamless one-piece molded body with 
reinforced lip 


Rubbermaid $ 


Item Description Price 
A97355 Standard-Duty Tilt Truck, 850lb Y2 Cubic Yard Capacity (ea) $1,210.57 


Structural Foam Tilt Truck 


Durable molded truck handles 
eavy loads with ease 
Fits through standard commercial 
doorways and onto elevators easily 
+ Non-marking casters reduce 
ouch-up cleaning 

Constant force design allows for 
controlled dumping by one person 
Easy to clean and virtually mainte- e Unique “steering wheel” handle provides 


ance free excellent maneuvering capability 
Item Description Price 
1657-2188 Standard-Duty Tilt Truck, % Cubic Yard, 8501b. Capacity (ea) $1,047.61 
1650-2383 Structural Foam Lid For % Cubic Yard Tilt Truck (ea) $255.77 
Water Hose e= 
& Nozzle p 


Built to meet the 
demands of industrial and 
commercial maintenance. 


Item Description ~ Price 
50’ Hot Water (up to 200°F) 

a103 Premium Rubber Hose w/ 34” Brass Couplings (ea) $71.62 

Accessories 


75304 Pistol Grip Water Nozzle (ea) 


Valu-Mist Trigger Sprayer 
+ Engineered not to leak if bottle tips over 


+ Outer body protects piston assembly from damage 
during use and storage 


+ Resistant to common janitorial chemicals 


Item Description 


1687-8338  Tolco Model 640, 9 1/4" Dip Tube Blue/White Heavy Duty (ea) $4.03 


1688-8238 — Valu-Mist 250, Trigger Sprayer 8", Red (ea) 


A29859 Tolco 320CR Chemical Resistant Sprayer 9 1/4" Tube (ea) $2.38 


1689-8239 — Valu-Mist 250, Trigger Sprayer 9 1/4", Red (ea) 


Plastic Bottles 


+ Embossed scale encourages users 
to properly proportion chemicals 
+ Tapered neck provides a more 
comfortable grip when used with 
a trigger sprayer 
Item Description Price 


1672- 32 oz. Round 
7606 Plastic Bottle (ea) $2.03 


1671- 24 oz. Round 
7605 Plastic Bottle (ea) $1.48 


© 


Don’t see it here? 


Spray Bottle SN 
with Trigger 
+ Adjustable nozzle sa 
+ Translucent Bottle 

+ Graduated scale molded-in 

+ Secondary label space 


Call us for solutions! 


Item Description Price 


Spray Bottle with 
57323 Trigger, 32 oz. (ea) $1 98 


TOOLS & SUPPLIES © 


Dri-Eaz F519 Primary Filter 
Replacement HEPA filter for Velo HEPA Kit. 


+ Restores Velo HEPA attachment kit (F518) to 
aximum efficiency 


Product type: HEPA air filter for use with: AC667 
Dri-Eaz Velo HEPA Kit for Velo, and Velo Pro 
Airmovers 


Filter Efficiency: 99.97% 
+ Standard Packaging: 1 per Pack 
+ Weight: 4.000 


Item Description Price 


be replaced after use in 
high risk areas 


1648-1451 Dri-Eaz F519 HEPA Filter (for F518, Velo Air Mover, Syclone X4) (ea) $142.00 


Flexible Reusable Duct 


Flexible mylar duct extension, ideal 


for use with negative air machines for 
ventilation. Wire reinforced for added 
strength. Available in standard and 
heavy duty. 

Item Description Price 
55028 exible Reusable Duct, 12x 25' (ea) $41 78 
1606-1398 Black Flexible Reusable Duct,12”x 25’ (ea) $23.97 
55027 exible Reusable Duct, 8”x 25' (ea) $32.08 
55035 Heavy-Duty Flexible Reusable Duct, 12”x 25’ (ea) $70.67 
A80337 Heavy-Duty Flexible Reusable Duct, 8"x 25’ (ea) $54.23 


Disposable Lay Flat Ducting 

Lay Flat Ducting for your air scrubber, negative 

air machine or dehumidifier,; a tough 

product that holds up over the long haul. ss f 


Custom-cut just the amount you need 
and store the rest. 4 ¥ 


Ja s 


Item Description Price 


55032 19" x 500" 2Mil Clear Lay Flat Disposable Duct; fits up to 12" Diameter (ea) $57.72 


56990 22" x 500' 4 Mil Clear Lay Flat Disposable Duct; fits up to 14" Diameter (ea) $138.44 


55033 22" x 500' 2 Mil Clear Lay Flat Disposable Duct; fits up to 14" Diameter (ea) $63.57 


1614-0117 32" X 500' 6 Mil Lay Flat Ducting, fits up to 20.5" Diameter (ea) $241.64 


6 Mil. Poly Bags 


Perfect for commercial restoration and 

industrial cleanup. Large capacity for various types of 
waste. The 6 mil thickness is perfect for heavy 

waste with sharp edges that could 

puncture or tear ordinary, 

thin garbage bags. r 
+ Extra heavy duty for the 

most demanding jobs 

+ Thick 6 mil clear poly 

+ Puncture and tear resistant 

+ 44 gallon size 
+ Perforated rolls 
Item Description Price 


RENEGADE 


56187 Renegade Clear 6Mil No Print 33" x 50" Perforated Poly Bags , 75/Roll (ea) $101.02 


ICS & ADHESIVES 


Dri-Eaz HEPA 700 Filter 
With its standard 2-inch pre-filter and primary HEPA 


filter media, the HEPA 700 removes dust, mold and other < 
particulates and passes the stringent DOP air a 
filtration tests often required. 

+ Use Legend Brands HEPA 700 filters only for 2% 

aximum filtration effectiveness. 

+ HEPA 700 Command Hub displays the percent of 

ife remaining on primary filter to help anticipate when it will require changing. 
+ Filters are designed to be replaced after use to prevent cross-contamination. (Do 


not clean and reuse.) 
Fast and easy filter changes - no tools required! 


The optional activated carbon filter with a 
1-inch pre-filter and HEPA filter will remove 
odors, fumes and smoke, especially helpful in 
wildfire-prone areas 


Item Description Price 


2617-2357 _ Dri-Eaz HEPA 700 Filter, DOP Synthetic 21" x 19" x 3.6" (ea) $202.25 


Polyethyene Sheeting 


Provides dust and vapor barriers in lead, mold, asbestos 
abatement and other remediation applications. Supplies splash 
and overspray protection during painting, disinfecting and 
many solvent applications, as well as temporary protection of 
equipment, tools, and material. 


The product creates wind and moisture barriers on open job 
sites, and it is excellent for cement/concrete applications. 


Item Description i 4 

1604-0952 String Reinforced Poly Sheeting 6mil 20' X 100' (roll) $169.74 
Poly Sheeting Poi 
Heavy-duty polyethylene 
sheeting used for constructing F 
containment. 
+ Available from 4 mil to 6 mil 

thickness 
+ Available in fire retardant 

Item Description Price 
56063 Clear 6 mil 20'x 100’ (roll) $134.72 
56060 Flame Retardant 6 mil 20'x 100’ (roll) $173.68 
16069 Clear 4 mil 10'x 100’ (roll) $58.54 
56052 Clear 4 mil 20'x 100’ (roll) $90.95 


Don’t see it here? 
Call us for solutions! 
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1st Poly Glove Bags 


Extended-run glove bags designed to save time while providing a safe and 
efficient method for removal of asbestos insulation from pipes up to 8" 
diameter. Ultra clear 6 mil polyethylene sheeting allows easy viewing of 
the work area. Pressure tested to ensure quality and safety. 


Extended Run Glove Bag 6MIL 


Individual Glove Bag 6MIL 


Item Description Price 


Item Description Price 


1639-5725 44" x60" (25/Roll) $188.98 


1673-5666 44" x 60" (25/Case) $233.24 


1678-5661 60" x72" (20/Rall) $247.82 


1650-7523 22' x60" (40/Case) $333.44 


1677-5660 54" x60" (25/Case) $251.41 


1659-7421 72" x 120" (10/Case) $371.68 


1670-5764 66" x 84" (15/ Roll) $324.27 


1676-5669 60" x 60" (25/Case) $376.09 


ZipWall Pass Through 


An efficient way to duct air through EEN a N 
7 ; è ; DAVY i 

a Zip Wall barrier for drying and ZIPWALL 

restoration or for setting up 

negative air. | i 


Resealable opening for passing 
a duct hose up to 14" i 
diameter through a ZipWall 
barrier. Mounts o 
ZipWall pole and s 
the weight of any hose while 
aintaining the integrity of the 
barrier. A nylon fabric sleeve 
seals around the hose with a 
quick cinch. When the hose 

is removed, the sleeve can be 
cinched closed to completely 
seal the opening. 


pports 


a A 


Pole and hose are not included. 


Price 


$107.65 


Item Description 


2600-0125  Zipwall Pass Through for Duct Hose (ea) 


Renegade Contractor 
Clean-Up Bags 

+ Designed for heavy loads 

+ 42 gal. size 

hick mil for heavy-duty applications 
on-Printed 

erforated 

+ 33" width by 48" length 

+ Black 


Item Description 


3 Mil, 42 Gal., Black (32/box) 


A81834 


Renegade Asbestos-Containing 
Material (ACM) Clean-Up Bags 


Minimize punctures, tears and ripped bags 
with these heavy-duty 6 Mil ACM printed 
industrial poly clean up bags. 


+ Product Type: Perforated Garbage Bag 
+ Color: Black 

+ Size: 50in x 50in 

aterial: Poly 

+ Length: 50in 

+ Width: 33 in 


Price 


Item Description 


56132 Renegade Black 6 mil ACM Printed 33”x 50" (75/roll) $93.98 


$116.08 


56169 Renegade Clear 6 mil ACM Printed 30”x 40” (100/roll) 


Yellow Ducting with Bag 

Yellow Ducting is a must-have for creating positive or negative pressure for 
the removal of moisture from wet environments. Fits tightly to the snout of 
any centrifugal air mover and can be used to exhaust moist air out of a water 
mitigation job. Collapsible, reusable, and comes with a heavy-duty bag. 

+ Temperature rated -4°F to 176°F 

+ Easy to Carry + Huge savings when compared to 


-Available in 15' and 25' lengths Competitor models 


SE % 


+ Heavy Duty 


Item Description Price 
1698-2415 12" X 25' Yellow Ducting W/Bag Centrifugal (ea) $158.18 
1697-2414 12" X 15' Yellow Ducting W/Bag Centrifugal (ea) $110.71 


(cont'd. from 
inside front 
cover) 
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began to work right away. 
Here is a picture of the 
final result. 


We have always told contractors 
that mold-removal services are 
part of the mold removal and 
remediation system*. 


And as a mold remediation spe- 
cialist, you want to be as efficient 
as possible at your job site, while 
still following proper industry 
standards. 


One advantage of the system 
shown here is it can be done 

in one day, using of Aramsco's 
products, through using back-to- 
back application of mold stain 


remover and mold preventive 
coating. 


Another advantage of the system 
shown here is that it can be 
applied at lower temperatures as 
long as you don't have frost on 
the roof decking. 


While not true of many compet- 
itive products, this system can 
save your remediation company 
labor and return trips, allowing 
jobs to be done quickly, and very 
profitably. m 


*Note: this article refers to the mold stain-removal process only 
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